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17 y M''—Reinforced concrete apartment building, Havana, Cuba. Designed to withstand 
hurricane-force winds. Architect: Ernesto Gomez Sampera and Martin Domingvez; Structural 
Engineer: Saenz-Cancio-Martin; In charge of Construction: Bartolome Bestard and Manvel Padron 


POZZOLITH Employed 
To Improve Control of Concrete Quality... 





LITH... the Fay : 
POZzZO al te This 39-story-high apartment house—one of the world’s tallest 


e | t ibl reinforced concrete buildings—is another outstanding structure 
SWeSt Posse in which Pozzolith has enabled engineering to better control 


unit water content* concrete quality. * 


Architects and engineers employ Pozzolith with confidence 


@ close control of 
because: 


entrained air... 


placing consistency... 1. proved performance...100 million cubic yards of 
rate of hardening concrete produced with Pozzolith for all types of jobs. 


2. applied know-how...over 70 skilled Master Builders’ 


@ reduced costs field technical men for product-use consultation. 


* Fer @ given set of materials end weter-coment 3. available everywhere...1000 ready-mix and job- 


ratio, unit water content (water required per cubic - 7 ‘ he 
yerd of concrete) is the mest importent besic site plants now producing concrete with Pozzolith. 
factor affecting the lity of concrete. A.C.1., 2 
Guanieed om. y bev pans, ok O00. Geen of Ask us to demonstrate the advantages of Pozzolith for your 


Reclamation Concrete Manual, Sth edition, Page 130. project. 








*Fer complete story on this project see Engineering News-Record, July 26, 1955, Peges 34-37. 
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Goodyear 
All-Vinyl 


—wise choice for a smart hospital 


HEN Architect Clarence Mayhew specified 

Goodyear All-Vinyl Flooring for the mod- 
ern Kaiser Hospital in Oakland, California — 
he had sound reasons for his choice. 


For Goodyear All-Vinyl has proved its ability 
to amortize its original cost through savings in 
maintenance. This top-quality viny] is so densely 
compounded, it sheds wear and dirt. Factory 
pre-polished to a natural, lasting luster, it does 
not require waxing. 


But beyond this very important benefit, there 
are many factors which support the wisdom of 
its selection. 


The range of colors is superb. These custom- 
designed hues make it possible to give just the 
right accent the architect desires for the smart- 
est interiors. 


And mark this well: The Goodyear line of Vinyl 
offers unrivaled flexibility—a fact so important 
to designers who, once having found a top- 
quality product, like to utilize it in a wide variety 
of applications. 
Choose from3 great Vinyl] Floorings by Goodyear : 
1—Goodyear Standard —(.080 gauge) 
2—Goodyear DeLuxe—(.080 gauge) 
3—Goodyear Super DeLuxe —(%42” and ") 

Rolls and Tile 
For the life of you, you can’t beat the life and 
smart durability of Goodyear All-Vinyl. There 
is nothing finer on the market —the years of 
service it gives will bear out the wisdom of 
your choice. For complete information, write: 


Goodyear, Flooring Department J-8325 
Akron 16, Ohio 


GOOD/YEAR J0)-Viw! 


FLOORS+WALLS + COUNTER TOPS — BY THE TILE AND 45=WIDE ROLL 
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“LUXUrY 


Look” 


in recessed 


bad e 
lioht : Ho Y Pry-lite “luxury lenses” provide a dramatically effective 
ULES 


note in interior or exterior installations. 


They’re strikingly styled to glamorize all types of rooms, 
ceilings and corridors. Scientifically designed, precision 
made for more effective, easier-on-the-eyes illumination. 
Pry-lites are practical, too. Cost 


less to install, dust and dirt free, 


ae me ra €é& and are easiest to maintain. 


rhymes with FINE 
From any angle — beauty or utility — 
manufacturers of fine recessed lighting you're money ahead when you specify “Pryne” 
exhaust fans and the tilting hood 
@ Available in a wide variety of crystal clear, 


ee ee ee ee ee ee ee ee eg louvered or patterned lenses. 


WEE 


BOX 698, POMONA, CALIF PL 10 


@ Chrome, copper, bross, painted or stainless stee! 
finishes to blend or contrast with any decor. 


@ Snap-up fronts — instantly removed and replaced 
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. : for easiest cleaning and relamping. 

Please send full information about Pryne Pry-Lites : 
+ @ Simplified installation with junction box accessible 
. from either side — and Redi-Set mounting straps 
t 
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. . « just hold, hit, it's int! 


Street___. 





@ Sizes and styles — with round, squore, 
rectangular ‘‘Luxury Lenses'’ and famed *‘Strato-Ray 
Lens'’— for ol! idential and « cial needs! 
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It's the Law by Bernard Tomson 

Out of School by Carl Feiss 

The Architect as a Government Contractor 
By Robley D. Stevens 


Views 


Hospital: Lima, Peru 

Department Store: Knoxville, Tennessee 
News Bulletins 

Financial News by William Hurd Hillyer 
Unistrut Partition System 

Washington Report by Frederick Gutheim 
Church: Linwood, Pennsylvania 

Carroll, Grisdale & Van Alen, Architects 


Mortuary: San Francisco, California 
A. Quincy Jones & Frederick E. Emmons, Architect 


4-Unit Apartment House: Los Angeles, California 
Craig Ellwood, Designer 


"Marineland": Palos Verdes, California 
Pereira & Luckman, Planners-Architects-Enaineer 


Shopping Center: Caracas, Venezuela 
Oficina Don Hatch, Architects 


Faculty Houses: Cambridge, Massachusetts 
Hugh Stubbins Associates, Architects 

Air Conditioning: Industrial Buildings, Part | 
By Tyler Hicks 

Curtain Walls of Stainless Steel 

Spec Small Talk by Ben John Smal 

Reredos 


Corridor Storage Wall 


Banks by Louise Sloane 


Fulton Savings Bank: Brooklyn, New York 
deYoung, Moscowitz & Rosenberg, Architect 


Union Bank & Trust Company, Branch: Montgomery, Alabama 


Sherlock, Smith & Adams, Architects 


National Boulevard Bank: Chicago, Illinois 
Harper Richards, Architect 


The Pennsylvania Company for Banking & Trusts, Branch 


Robert Montgomery Brown, Architect 


Western Savings & Loan Association: Chicago, Illinois 


Roy B. Blass, Architect 


Harmonia Savings Bank, Branch: Elizabeth, New Jersey 


George W. Clark, Architect 


Interior Design Products 
Manufacturers’ Literature 
Products 

Reviews 

Jobs and Men 
Advertisers’ Directory 
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MAHON DECK SECTIONS 


n* -| 


STANDARD DOUBLE RIB 











, / The illustration above shows Mahon Wide-flange Double Rib Steel 

Se ie Deck installed over bowstring trusses of a new roller skating rink. 
Year after year, Steel Deck roofs a greater percentage of new con- 

WUE-HANSE SOURIS EN struction . . . and, it will continue to do so, because it weighs less and it 
eo ad costs less than any other type of permanent roof construction. Mahon 
: Steel Deck is now available in the five Sections shown at left. The 

u Long Span M-Deck Sections can be employed either with flat plate up 
or flat plate down . .. they span from beam to beam, eliminating roof 

purlins, and, when installed with flat plate up, they produce an attrac- 

tive beamed ceiling effect. In either position, the bottom metal can 

be perforated and sound absorbing material inserted in the Cel- 

LONG SPAN M-DECK Beams to provide a highly effective acoustical ceiling. See Sweet's 
SECTION MI-G Files for information, or write for Mahon Catalogs D-56 and M-56. 














? ; THE R. C. MAHON COMPANY © Detroit 34, Michigan 


l j SALES ENGINEERING OFFICES in NEW YORK and CHICAGO «Representatives in Principal Cities 
Manufacturers of Steel Deck for Roofs, Partitions, and Permanent Floor Forms; insulated Metal Walls and 
LONG SPAN M-DECK Wall Panels; M-Floors (Mahon Cel-Beam Floor Systems); Rolling Steel Doors, Grilles and Underwriters’ 
Labeled Automatic Rolling Steel Fire Doors and Fire Shutters. 


SECTION M2-A 
$$ ik RNS 
LONG SPAN M-DECK 
SECTION M3-A 


4 Progressive Architecture 


























Its the Law by Bernard Tomson 


P/A Office Practice column on the 
legal aspects of architecture and en- 
gineering. This month’s column sup- 
plements Tomson’s Architectural & 
Engineering Law (Reinhold, 1951) 
by reporting summaries of cases 
decided since publication of the 
book. 


PART IV. 
THE DECISION OR CERTIFICATE 
OF THE ARCHITECT OR ENGINEER 


Chapter 16—Architect or Engineer 
Not Permitted to Construe Contract 


California. Stein v. Drake, 254 P. 2d 
613 (1953). A clause in a building con- 
tract which provided that “all questions 
as to the rights and obligations of the 
parties arising under the terms of the 
contract, the plans and specifications 
are subject to arbitration” was held to 
be sufficiently enforceable and was ir- 
revocable to the extent defined under 
the California statute. However, the 
Court reversed the decision of a lower 
Court, confirming the arbitrator’s 
award, on the ground that it invaded 
the defendant’s right first to have de- 
termined by a Court that a valid and 
enforceable contract existed. 


PART V. 
RIGHTS OF ARCHITECTS AND ENGINEERS: 
COMPENSATION 


Chapter 20—Right to Compensation 


Washington. Jones v. Brisbin, 247 P. 2d 
891 (1952). In a suit for services ren- 
dered where the Architect offered ad- 
vice, suggested changes, and furnished 
other services and the Owner failed to 
reject the offered services but took the 
benefit of them under circumstances 
which would lead a reasonable man to 
believe they were offered for compen- 
sation, an implied contract arises and 
the Architect is entitled to be compen- 
sated. 
” 


Ohio. Burton, Inc. v. Durkee, 106 N.E. 
2d 313 (1951). The building contract 
was on a cost-plus-fee basis. Before the 
job was completed, a dispute arose as 


to the amount then due, and, because 
of the nonpayment of bills, the Con- 
tractor refused to proceed further and 
withdrew from the job. It was held 
that, if the Contractor’s withdrawal 
was legally justified upon the facts, 
the Owner was liable for the actual 
cost incurred to the date of the termi- 
nation of the agreement, together with 
the fee provided for in the contract, if 
that was a definite amount, provided 
the Contractor had not been guilty of 
malfeasance, extravagance, wasteful- 
ness, negligence, or laxity. 


Chapter 21—Amount of Compensa- 
tion 


Nebraska. Grothe v. Erickson, 95 N.W. 
2d 368 (1953). In an action to fore- 
close a mechanic’s lien for the balance 
allegedly due under a cost plus contract 
to construct a dwelling, the Court held 
that the Contractor was not entitled to 
commission on the cost of lumber pur- 
chased by the Owner, for which the 
Contractor incurred no financial liabil- 
ity. The Court further held that the 
Contractor was not entitled to charge 
as costs upon which to calculate his 
commissions the cost of making a pen- 
ciled plan of changes in floor plans 
furnished by the Owner, the cost of 
services of the Contractor’s accountant 
in preparing statements to be submitted 
to the Owner, nor for wages plus ten 
percent thereof for time spent on the 
job, in addition to ten percent commis- 
sions under the cost plus contract. 


Ohio. Dougherty Vv. Iredale, 108 N.E. 
2d 754 (1952). In an action by the 
guardian of an incompetent against the 
Building Contractor, the Court held 
that where the construction contract 
called for work to be done on a time 
and materials basis, the Contractor was 
excluded from charging any overhead 
expenses and from adding any percent- 
age of profits, as is customary in a 
cost plus contract. 


Ohio. Charles A. Burton, Inc. v. Dur- 
kee, 109 N.E. 2d 650 (1952). A Con- 
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tractor sued for the unpaid balance of a 
construction contract which he claimed 
was to be on a cost-plus-fee basis. The 
Owners claimed that compensation was 
to be on a fixed fee basis only. The 
Court held that the evidence indicated 
a cost plus a fixed fee basis and that 
the Owners were entitled to offset 
against such costs the damages suf 
fered by them by reason of any mal- 
feasance, extravagance, wastefulness, 
or negligence in the execution of the 
work, 


Missouri. Tatez v. Groff, 253 S.W. 2d 
824 (1953). In a suit based on a con- 
tract which provided that compensa- 
tion would be based on a percentage of 
the building cost, the Court held that 
the many changes and additions which 
were made and which increased the 
final cost did not effect abandonment of 
the original contract on the part of the 
Owners. The Contractor had based his 
suit, not on the contract, but on the 
theory of recovering for the reasonable 
value of services rendered. The Court 
said that the Contractor’s recovery 
could not exceed the contract price. 
Furthermore, where the Contractor ob- 
teined certain items at wholesale he 
was not entitled to a percentage above 
the reasonable market value of the 
items, but was restricted to the actual 
cost to him as the basis of computing 
his compensation. 


Florida. Ungaro v. West Palm Beach 
Biltmore Apartments, 61 S. 2d 642 
(1952). An Architect entered into a 
contract to draw plans and prepare 
specifications for a project and to se- 
cure a loan from the FHA as sponsor, 
and to make certain loans as working 
capital, if and when needed, for com- 
pletion of the project. For these serv- 
ices he was to receive architectural 
fees and commissions. The Court found 
that, in the absence of a surplus re- 
maining after completion of the project, 
the sums owed did not become due and 
payable under the contract until the 
net revenue from the project should 
permit. 
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Cincinnati Gas and Electric Co., Cincinnati, Ohio Harry Hake & Harry Hake, Jr., Architects Frank Messer & Sons, Inc., Builders 


Mills Movable Walls promote permanent efficiency 


through C2 pace Control of office layouts 


The Cincinnati Gas and Electric Company has provided 
for future as well as present efficiency in the use of space 
throughout its new building. Space Control has been ac: 
complished by forming the attractive interiors with Mills 
Movable Walls. Whenever changing space requirements 
make new layouts advisable, these walls can be rearranged 
—quickly, easily and at very low cost—without dust, 
debris, commotion or interruption of normal space usage. 
The Cincinneti Ges and Elesteie Com- Mills Walls combine this efficient flexibility witk dis- 
pany’s handsome new office building tinctive architectural design and structural stability. They 


utilizes nearly three miles of Mills mov- : : 
able walls, wall linings, column enclosures are fully insulated and soundproofed, and require no 
on8 callings — =o emnguen Stee Menten maintenance whatever except occasional washing to keep 


them looking always their efficient best. 


Write for the informative 68-page = THE MILLS COMPANY « 930 Wayside Road, Cleveland 10, Ohio 


Mills Movable Walls Catalog— or 
MILLS | Movable METAL WALLS 


see it in Sweet’s Architectural File. 





6 Progressive Architecture 





office practice 





Mechanical Engineering Critique by William J. McGuinness 


William J. McGuinness, author of this 
new monthly column concerned with 
mechanical and electrical design and 
equipment, is well qualified jor his 
assignment. McGuinness is entering his 
15th year as Professor of Architecture 
at Pratt Institute in Brooklyn, has had 
wide experience with his own firm of 
McGuinness & Duncan, Engineers, and 
is co-author of the recent edition of 
Mechanical and Electrical Equipment 
for Buildings written by Gay, Fawcett, 
and McGuinness. He will also be re- 
membered by many P/A readers as a 
frequen! contributor over the past seven 
years. 


HTHW Central Heating 


Those of us who would like to know 
more about the actual working of high- 
temperature, hot-water central heating 
(known familiarly as HTHW) can 
learn much from studying a recent Air 
Force installation at McGuire Field, 
Wrightstown, New Jersey. HTHW is 
growing in popularity and this $4-mil- 
lions system is one of the largest in- 
stalled anywhere in the world. Seventy- 
five buildings are heated by this closed- 
circuit system from a 6000-hp central 
boiler plant which supplies water 
through three zones (one now a stand- 
by for future expansion). 

Heat exchangers at the individual 
buildings operate low-temperature (200 
F ), low-pressure, forced-circulation hot- 
water systems. Thus, comparisons can 
be made, in studying this plant, with 
conventional high-pressure steam dis- 
tribution and with low-pressure, forced 
hot-water systems that operate so well 
within the limits of a building. 


Heating Plant: Four radiant-type boil- 
ers, with no baffles, produce the total 
required horsepower and the walls of 
these tall, box-like units are virtually 
lined with coiled water tubes. Water 
within the tubes is pumped upward, 
following the fire, and is heated more 
by the direct radiant effect of the fire 
than by the convective effect of flame 
travel. There is no steam chamber in- 
side the boilers. 


Thermal Reserve: Boiler water rises to 
two large reserve tanks—each having 
a cushioning volume of steam above a 
controlled level near the top—and by 
forced circulation travels continuously 
between the two tanks and the boilers. 
The water is pumped from the tanks 
through 40 miles of pipes and heat ex- 
changers before returning to these 
tanks which provide the reserve supply. 
This reserve, together with other water 
in the system, is enough to heat the 
entire base for 24 hours without addi- 
tional use of the boilers. Because of 
this large thermal backlog and unlike 
steam which has no storage possibility 


and must have boilers sized to supply 
the peak load, HTHW requires boilers 
only two-thirds the size of those needed 
for steam. These smaller boilers oper- 
ate at low capacity during siack periods 
to build up the reserve. 


Fuel and Combustion Control: A crush- 
ing plant on the site sizes bituminous 
coal so that a maximum dimension of 
1%” is not exceeded. Coal is charged 
into the furnace from a hopper aud 
combustion takes place in the air; the 
ashes fall to a traveling grate. Beside 
the fact that coal is a dependable source 
in case oil becomes scarce, coal was 
chosen because of the proximity of 
supply and cheapness. (Oil has been 
chosen for other bases, however.) Stack 
temperature and a record of the com- 
bustion efficiency are automatically 
tabulated; drafts and other adjust- 
ments are regulated automatically from 
a mechanical examination of the flue 
gases. 


Distribution mains: Water is circuiated 
to all buildings at 400 F, 285-psi pres- 
sure, and under full-heating load it is 
returned at 200 F. The temperature 
drop in the full length of the supply 
main is 10 F and the line losses are 
about one-half of one percent. Losses 
in a comparable steam system, on the 
other hand, might be three or four per- 
cent and could occasionally run as high 
as 10 percent. Supply and return mains 
in water systems are the same size be- 
cause all of the water returns. The 
size of main in a typical zone is 12 in.; 
a steam zone of equal capacity might 
require a 24-in. diameter main. Such 
small sizes were achieved by selecting a 
greater than normal water velocity. 


Insulation and pipe expansion: To 
achieve such a transmission economy, 
all mains are imbedded in lightweight 
insulating concrete. A corrugated-paper 
slip joint between the pipes and the 
concrete accommodates pipe expansion. 
Both supply and return mains are ac- 
cordian-like assemblies with alternating 
anchor points and expansion loops 
spaced about 100 ft apart. Except for 
a few small-size pipes in the boiler 
room, all piping is welded and tested 
for 500 psi; therefore, the only points 
of possible leakage are at valves, 
pumps, air vents, and drains. 


Control, venting, and drainage: Follow- 
ing the route of supply-and-return 
pairs of pipe is a compressed-air main 
supplied with air from the main boiler 
house. This air is used to operate 
valves and other controls in the mains 
and at the buildings. A steam main 
must pitch uniformly in the direction 
of steam flow and be dripped by a 
trap wherever it rises to a higher 
level. Water mains, however, can fol- 


low the contour of the ground and, 
thus, save a lot of Man- 
holes are provided at high points for 
air venting, at low points for drain- 
age, and at locations of valved 
branches to future 
steam is used as a 
than air, the 
trapped within the 
with use. 


excavation, 


Because 
rather 


mains. 
cushion 
small amount of air 
system actually is 
Check-up 
monthly visits to 
find little to do 


reduced crews 


making air-vent 


point ; usually 


within buildings 
At points of demand, high-temperature 
water is taken from the supply main, 
passed through a heat exchanger, and 
circulated (cooler) to the return main. 
The branch pipes and heat exchangers 
are surprisingly small. For 
an operations building and a 
tenance building are served jointly by 
142-in. supply and return branches of 
primary, high-temperature water. The 
heat exchanger is four in. in diameter 
and three ft supply these 
buildings. The heat low 
pressure hot water for heating within 
the buildings. A certain number of 
unit heaters are supplied directly by 
the high-temperature water; how- 
ever, units must first be checked for 
their ability to withstand pressure of 
the primary water. 


Secondary circuit 


instance, 


main 


long to 
exchangers 


Maintenance and Because 
of the continual of water with 
little leakage, the corrosive action of 
the water is negligible and losses are 
made up from a small supply of treated 
water. One may use ordinary, sched- 
ule-40, black-iron pipe, such as that 
used in small steam systems for 
houses. The absence of pressure-re- 
decing valves, steam traps, and other 
fittings common to steam systems 
makes the policing of pipe lines very 
easy. The efficiency of the automati 
controls lightens operational problems 
and permits operation of the plant for 
long periods without the direct atten- 
tion of a resident operating engineer. 


operation: 


reuse 


Speed of installation: By detailing all 
parts in advance and prefabricating 
expansion joints and all other pos- 
sible assemblies, the entire installa- 
tion was completed in 13 months 
proving that a HTHW system can be 
installed as fast as other types with 
which the mechanics are familiar 
through years of practice. 

The system was designed by Amer- 
ican Hydratherm Corporation in 
laboration with the Army Corps of 
Engineers. Paul Geiringer, Chief Engi- 
neer for American Hydratherm, was 
in charge of design and Al Sage, Chief 
Engineer for Charles Simkin & Sons, 
Inc., was in charge of the installa- 
tion. Architects for the job were 
Adache & Case. 
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Little Drops of Water (Condensation) 


Ruined a Fine Home 


Cost over a Million Dollars to 
an Apartment Development 


The owners of a path-breaking apartment 
development had to pay a repair bill of over a MIL- 
LION DOLLARS for ripping out condensation-soaked 
insulation and replacing damaged plaster walls. 


It was necessary to move a fine country home 
to a new site—the state highway was coming 
through. It could not be done. The sills of the house 
had rotted on account of condensation in the walls. 


Today’s tightly built, high-humidity houses 
create vapor problems. Vapor, which is a gas, has 
1/205,000 the density of water at 32°F; about one 
millionth the density at 0°F. Sometimes there is 
excessive flow of vapor THROUGH walls and ceil- 
ings into cold building spaces. This enhances the 
formation of destructive condensation, especially 
where an adequate vapor barrier is lacking, or 
where there is one with too many breaks, or which 
while waterproof is not sufficiently vapor-proof. 


METALS ARE THE BEST VAPOR BARRIERS 


There is now a new’, multiple aluminum, which 
forms a continuous, edge-to-edge “blanket” of uni- 
form depth between studs or joists, giving the 
entire area maximum protection against vapor- 
flow and condensation formation as well as against 
heat loss or intrusion. 


The aluminum sheets, 375 ft. to 750 ft. long 
are almost impervious to water vapor. Infiltration 
under the flat stapled flanges is slight. Condensa- 
tion formation, on or within this type of insulation 
is minimized because of the scientific construction 
of multiple layers of aluminum, fiber, and air spaces. 


The surfaces of this aluminum have high heat 
ray reflectivity (97%); low absorptivity (3%); 
and low emissivity (3% ). Conduction is slight be- 
cause of preponderant air spaces of low density. 
Aluminum and fiber layers retard convection, outer 
and inner. It is available, prefabricated, as Infra 
Type 6 or Type 4. *Patent applied for. 
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The U.S. NATIONAL BUREAU OF STANDARDS 
has published an informative booklet describing 
the destruction that condensation can cause and 
means of prevention. It is entitled “Moisture Con- 
densation in Building Walls.” Send us coupon for 
a FREE copy. 


COST OF EDGE-TO-EDGE INFRA 


Multiple Aluminum Insulation 
installed in new construction between 
wood joists, material and labor 


Type 6-PS about 10¢ sq. ft. Type 4-PS about 8¢ sq. ft. 


*Patent applied for. 
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INFRA INSULATION, Inc., Dept. P-10 

525 Broadway, New York, N. Y. 

() Please send FREE U.S. Bureau of Stand- 
ards Booklet BMS 63. 

(10 Please send FREE Infra Insulation 
samples. 


Name 





Firm 
Address 
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The Architect as a Government Contractor 


by Robley D. Stevens 


P/A Office Practice article on the 
payroll, record-keeping, and other 
requirements for architects on Fed- 
eral Government contracts. 


Architectural firms doing work for 
agencies of the United States Gov- 
ernment have an interest in the 
Walsh-Healey Public Contracts Act. 

If you have a contract with the 
Atomic Energy Commission, with 
the Department of Defense—Army, 
Navy, or Air Force—or are doing 
work under a government contract 
with one of the other federal 
agencies, it is essential to know and 
understand the labor provisions re- 
sulting from this monumental labor 
law, in order to protect yourself 
against unwitting violations. 

When this writer was a law-en- 
forcement agent of the Wage-Hour 
& Public Contracts Divisions, U.S. 
Department of Labor, he checked sev- 
eral architectural organizations and 
in some instances found them to be 
in noncompliance. In any event, it 
will be good judgment on your part 
to consult with your own lawyer in 
order that he may give you the in- 
terpretation, guidance, and correc- 
tive action you may need. 

The Walsh-Healey Public Con- 
tracts Act applies to “any contract 
made and entered into by any execu- 
tive department, independent estab- 
lishment, or other agency or instru- 
mentality of the United States, for 
the manufacturing or furnishing of 
materials, supplies, articles, or equip- 
ment in any amount exceeding $10,- 
000.” The architectural (govern- 


ment) contractor should take care not 
to confuse the minimum wage and 
other provisions of the Walsh-Healey 
Act with the corresponding provi- 
sions of that other major federal 
labor law—the Fair Labor Standards 
Act—which applies to employes en- 
gaged in interstate commerce or in 
the production of goods for inter- 
state commerce. However, practically 
all architectural organizations who 
must observe the Walsh-Healey Act’s 
requirements also operate under the 
provisions of this other labor law. 
Among the categories of employes 
held to be employes engaged in or 
connected with the performance of 
the Government contract (unless 
they meet the qualifications of ex- 
ecutive, administrative, or profes- 
sional workers as defined in Section 
13(a) (1) of the Federal Wage- 
Hour Law) are the following: tech- 
nical workers closely associated with 
the productive processes involved; 
laboratory technicians engaged in 
the testing of materials used in the 
productive processes, necessary to 
the products or services supplied to 
the government; draftsmen engaged 
in the preparation of drawings; op- 
erators of blueprint machines en- 
gaged in making blueprints, required 
to be supplied to the government; 
tool designers who actually design 
on paper the tools and instruments 
to be used in the performance of the 
government contract; time - study 
men who set the standard times and 
piece-work operations performed on 
the government contract; dispatchers 
and trouble shooters whose duties 


are to expedite parts and materials 
to the place and at the times needed 
for continuance of productive opera- 
tions on the government contract. 
In other words, architectural organi- 
zations should observe that not all 
their employes are affected by the 
provisions of the Walsh-Healey Act. 


minimum wages and overtime 
The minimum pay required under 
the Walsh-Healey Act is not fixed by 
statute itself; the Secretary of 
Labor is authorized to issue a mini- 
mum wage determination. But in the 
case of the Fair Labor Standards 
Amendments, Section 6 provides for 
a minimum wage rate at 75 cents 
per hour. 

The Walsh-Healey Act 
limit on the number of hours in 
which employes of your architectural 
firm may work by the day or week. 
However, the overtime pay require- 
ments of this Act provide for the 
payment of not less than one and 
one-half times the employe’s basic 
rate for all hours worked in excess 
of 8 hours in any one day or 40 in 
the week, whichever yields the 
greater amount to the worker. 

Suppose several of the employes 
in your architectural firm covered by 
the Walsh-Healey Act work 10 hours 
a day for six days in a workweek. 
Their hours of work in excess of 
eight in a day would be twelve, for 
that week. But since they worked a 
total of 60 hours in the workweek, 
their hours of work in excess of 40 
in the workweek would be 20. Thus 
they should be paid at the overtime 


sets no 
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honor award building 








a 
kno-draft air diffusers 
Architect: PACE Associates 
General Contractor: Evans & Taylor 
Mechanical Contractor: Bollinger & Sames 
Onz of the five First Honor Awards in the American Institute of Architects’ 7th Annual 
Competition for Outstanding American Architecture goes this year to the office building of 
the General Telephone Company of the Southwest, San Angelo, Texas. 
Fittingly, the job of distributing air throughout the building has been entrusted to 
Kno-Draft Adjustable Air Diffusers. 
In Kno-Draft you have true functional beauty —clean, simple 





lines in spun aluminum, handsome in its own right or when painted 
to blend into the ceiling—combined with a high diffusion eff- 
ciency that means ideal comfort. 





And with Kno-Draft, the volume and pattern of air flow can be 
accurately adjusted after installation — assuring uniform tempera- 


ture without drafts throughout the area and saving a lot of prelimi- Ove dratt ® 


nary slide-rule figuring. di old 
adjustable air diffusers 
There are round, square and slot-type Kno-Draft Air Diffusers J 


to meet all architectural requirements. For complete specifications, 
send for the Kno-Draft Data Book. Connor Engineering Corpora- 
tion, Dept.N-105, Danbury, Connecticut. 
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The Architect as a Government Contractor 


rate—time and one-half—for the 20 
hours. On the other hand, suppose an 
employe in your architectural firm 
works nine hours a day for only 
three days per week while your 
architectural firm is a government 
contractor. In this case, the employe 
so covered would be entitled to over- 
time for each hour in excess of eight 
in the workday—or for three hours 
per week. 

An increase in the rate of pay 
after the beginning of work on a 
government contract subject to the 
Walsh-Healey Act should not be con- 
sidered as payment in lieu of over- 
time pay. In general, time worked 
during another day or week in order 
to make up for time lost on a holi- 
day, or in anticipation thereof, 
should be included as hours worked 
in the day or week in which the 
work is actually performed, accord- 
ing to the rulings of the Wage-Hour 
& Public Contracts Divisions. Archi- 
tectural firms will be able to avoid 
unintentional violations of the over- 
time-pay requirements of the Walsh- 
Healey Act if they will remember 
that these provisions apply to an em- 
ploye in any workday or workweek 
during which he performs any work 
on a government contract, let subject 
to the Walsh-Healey Act. 


requirements and enforcement 


A government contract is a complex 
legal document containing many 
highly technical provisions. When an 
architect fails to read and under- 
stand them completely, the result 
may be misunderstanding, financial 
loss, or even court action. For in- 
stance, every government contract 
let under the Walsh-Healey Act con- 


tains a stipulation that the work 
must not be performed under con- 
ditions which are insanitary or 
dangerous for the employes. 

In the case of one architectural- 
engineering firm (Case No. PC-460, 
July 25, 1952) the Court stated: 
“The respondents are charged in a 
complaint signed by the Secretary 
of Labor with failure to pay their 
required minimum and overtime per- 
formance of contracts subject to the 
Act. Respondents also are charged 
with requiring employes engaged in 
the performance of the contracts to 
work surrounding and under con- 
ditions which are insanitary, haz- 
ardous, and dangerous to the health 
and safety of said employees. Upon 
the entire record, it hereby is 
ordered that the respondent pay to 
the United States of America, the 
sum of $13,306.59, as shown by the 
attached schedule as 
damages resulting from the failure 
to pay the required minimum and 
overtime wages; and it is recom- 
mended that the Secretary of Labor 
take appropriate action to relieve 
respondents of the penalty provided 
by Section 3 of the Act, upon pay- 
ment of the damages herein found 
to be due to the United States.” 

In addition to liquidated damages 
result of contract 
violations, an architectural firm 
guilty of nonfulfilment of statutory 
requirements may find itself involved 
in a cancellation of the contract; it 
may be barred from further govern- 
ment contracts for three years from 
the date the Secretary of Labor de- 
termines such a breach to have oc- 
curred; or it may be subject to fines 
or costly suits by the government to 


liquidated 


assessable as a 


office practice 





recover unpaid minimum or overtime 


compensation from amounts due 


under the government contract. 


records 
Once your architectural firm accepts 
a Walsh-Healey Contract it will have 
to comply with the basic labor stand- 
ards provided. Make sure that you 
know what architectural workers are 
covered, what workers must be paid 
overtime, and under what conditions. 
But further than that, be sure to 
audit your payroll records and the 
job performances of your employes, 
and tie both in with the require- 
ments. These records must be avail- 
able for inspection purposes. They 
should present no undue burden. No 
special form or order is prescribed. 
The usual _ record-keeping data 
should suffice if contain the 
following information. 

1. Name of employe working on 
Government contract. 

2. Home address. 

3. Occupation in which employed. 

4. Date of birth if under 19 years 
of age. 

Rate of pay. 
Amount paid each pay period. 

day 


they 


Hours worked each and 
each week. 

8. Period during which each em- 
ploye was engaged on government 
contract. 

9. Date of payment and period 
covered by payment. 

10. All additions and deductions 
from wages paid. 

11. Total 
period. 

12. Records of injury frequency 
rates. 


wages paid each pay 


13. Government contract number 
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Like Sound Couplings? 


cet NE Sherarduct 


RIGID STEEL CONDUIT 


Sound couplings . . . that’s another big Sherarduct advantage! 
Sherarduct’s accurately cut threads let conduit ends butt inside the 
coupling . . . eliminate gaps that interfere with easy fishing. This 
provides a sound, thoroughly grounded coupling, sealing off moisture EASY FISHING 
and corrosion. ee. 
The couplings are fortified by the same Sherardizing process of dry ZINC PROTECTED THREADS 
galvanizing that provides lifetime protection for Sherarduct conduit. 


. ; m 
Sherardizing actually alloys pure zinc with the steel wall of the STRONG COUPLINGS 
conduit (including the hills and valleys of every thread), providing 

a permanent barrier to corrosives. 


6 
During the Sherardizing process, the steel conduit is normalized by : THOROUGH GROUNDING 
gradual heating and cooling. Thus the conduit can be easily bent and a 
formed on the job without springback or deformation. EASY BENDING 

After Sherardizing, a special clear acid-resistant coating, called ' 
Shera-enamel, is baked insi . This c . : 
tion f ; f : nan eet green nage pebete vserec eras sere evict sy aloeaune ow oo 


for fast, easy fishing of conductors. Sherarduct “galvanized conduit at its best.”’ 
Sherardizing is galvanizing at its best . . . Sherarduct is galvanized conduit at its best 


Hedieentaad | ees ° ° 
‘theme ine” 64 50° Wational Electric Products 


ANNIVERSARY PITTSBURGH, PA. 
3 Plants e 10Warehouses ¢ 36 Sales Offices 
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convention assessed 

Dear Editor: Your reactions to the recent 
AIA Convention (P.S., August 1955 P/A) 
will parallel those of most thoughtful ob- 
servers. Sometimes the AIA insists on 
behaving more like a trade association 
than a professional society, and the Fri- 
day session was one of those occasions. 
But the fault lies with the membership 
rather than the structure or function of 
the organization. 

I was appalled by the large number of 
younger men who voted against the reso- 
lution on competitions for public work, 
despite the fact that younger men would 
have been the benefactors. When the 
fantastic resolution that AIA withdraw 
from UNESCO was brought forth, it was 
disposed of with adroit parliamentary 
maneuvering; but the convention did not 
take a forthright stand against this added 
piece of Legion-backed foolishness. 

Whether or not the AIA should have 
entered into the controversy regarding 
the Air Academy was a moot question. 
There was very little discussion on the 
floor. Once the decision was made, how- 
ever, the responsibility was abruptly 
shifted to the Executive Secretary. 

It is not at all certain that we have 
heard the end of the problem which a wit 
in the Journal recently referred to as 
“The Face on the Drafting Room Floor.” 

The technical seminars were enlighten- 
ing for those at the front who could hear, 
but too much of the sound and fury in 
the Junior Ball Room penetrated the vel- 
vet hangings of the Main Ball Room for 
studious appraisal. I thought the atten- 
dance on Friday was quite good, consider- 
ing that it was the fifth day in town for 
most of the delegates. JAMES ARKIN 
Chicago, Il. 


courses for architects 
Dear Editor: Congratulations to Edmond 
A. Pachner for going on record so frank- 
ly (views, August 1955 P/A) to express 
a desire for something which too many 
need, but are afraid to admit. It is hoped 


Pachner’s effort will arouse more support 


pja views 





and demand for the further education of 
the practicing architect. I believe his 
suggestions as to method come very close 
to the bull’s-eye. GEORGE F. PIERCE, JR. 


Houston, Tex. 


analysis (continued) 
Dear Editor: Let me add a bit in reply to 
Kaestner’s answer to my “critique” of the 
pleasant school building in Porterville, 
California (views, August 1955 P/A). 
l. The AISC Specification which ap- 
plies to the flange-less cantilever is Sec- 


Id 


tion 15 (a)—(3). In setting uP in this 


‘ 
nt 
case, should not “I” be doubled, because 
the outer end is not restrained against 
transverse rotation (the web, that is)? 
And who shall say what “d” and “t” 
shall be? If “t” is taken at 114 in. then 
“f” for the 10 WF 33 of the upper over- 
hand figures something like 5300 psi, and 
for the 10 WF 25-6500 psi, which is un- 
doubtedly adequate for this roof with no 
threat of snow or high wind. 

2. Having a flange added to the bottom 
edge of the upper projection would make 
an interrupted mullion necessary at the 


frame, but little light would be lost. Hav- 


(Continued on page 14) 





” 


Editor’s note: “Anon,” “Indignant 
Reader,” and others with acid com- 
ments on the P/A editorial efforts 
have been sending us letters again! 
We regret that such letters are not 
signed by the readers so that they 
might be published in the magazine. 
It must be obvious to all who have 
followed the views section that the 
P/A Editors do not hesitate to re- 
port the brickbats as well as the 
kind words. Aside from the nature 
of the comments, we feel that there 
is something unfriendly about any 
furtive, unsigned letter. 

Too bad some lively ones have to 


go into the wastebasket! Cc. M. 
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(Continued from page 13) 


ing the upper edge of the glass tight to 
the ceiling is an architectural matter. 
3. If another section was used for the 
stunt at the column, perhaps it was kept 
clear of the wood deck. 
1. & 


scale and shape of a building are impor- 


5. Climate, environment, and the 


tant in its weathering. RALPH E. BRADDON 


Cleveland, Ohio 





East Hartford (Conn.) High School 
Nichols & Butterfield, Architects 


- 
a — / 
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respect the salesman 
Dear Editor: As a subscriber to P/A 
and a persistent reader of sPEC SMALL 
TALK, and with a background of over 20 
years in specification writing, purchasing, 
and subcontracting, I can vouch for the 
truth of some of John A. Boland’s state- 
ments and sympathize with his plaint 
(SPEC SMALL TALK, July 1955 P/A). I 


In this spacious Connecticut school, 
the architects and school officials 
have planned with comfort and con- 
venience well in mind! That's why 
Halsey Taylor coolers were specified 
throughout, for no drinking-water fix- 
tures so successfully combine maxi- 
mum utility with minimum mainte- 
nance! 


See Sweet’s or ask for our latest catalog. 


The Halsey W. Taylor Co. 


Warren, Ohio 





+ 


am not familiar with his vapor barrier, 
but that is not germain to the major issue. 
Every purchasing agent of experience 
has learned long ago that the qualified 
sales representative is his best friend. It 
is high time that the architect and en- 
gineer should begin regarding these gen- 
tlemen with equal respect. The speci- 
fication writer must, if he expects to stay 
in business; and I think most of them do 
value their contacts with sales people who 
really know their products. Personally, 
I endeavor to afford time to see every 
sales representative whose materials or 
processes have any bearing on the work 
at hand, and others are given courteous 
hearing before being dismissed. These 
contacts have enabled me to initiate quite 
a few ideas which proved of value to the 
designing architects and engineers, mak- 
ing the little extra effort well worth while. 
GEORGE CLARK 

Bechtel Corporation 

San Francisco, Calif. 


service to community 


Dear Editor: It is good to read about 
Bowman & York (June 1955 
P/A) of Harlingen, Texas, and to see 


Cocke, 


the good, fresh, functional architecture 
designed by them. They are performing 
a real service for their community and 
deserve the gratitude of the profession as 
WILLIAM F. R, BALLARD 


New York, N.Y. 


a whole. 


welded construction 


Dear Editor: In a current issue of a busi- 
ness weekly magazine, it is reported that 
constant flexing by traffic of the structure 
of the San Francisco Golden Gate Bridge 
has caused its rivets to work loose. One 
by one these rivets are being replaced 
bolts. 


Other bridges and riveted structures 


with 


have had the same difficulty with loose 
rivets. 

If these bridges had been built with 
welded construction, which is the simplest 
way to fabricate steel structures, this ex- 
tremely expensive procedure of replacing 
rivets would never be necessary. Further- 
more, leading structural authorities state 
that welded bridges can be and are built 
with at least 20 percent savings in the 


amount of steel used. 


(Continued on page 16) 





MATICO Confetti’ 


meets every hospital flooring need 
— with the rare “plus” of cheerful styling 


U ppe r Manhattan 
Medical Group, 

Health Insurance 

Plan Clinic 

New York, N.Y. 
Associated Architects: 


George Nemeny, 
Abraham W. Geller, 


. - 
Basil Yurchenco eeeceseco OF ort: 


, " Tiki BREaa . : ee Tt ’ 
General Contractor: TAT (en iii a Ht 
Adson Builders, Ine. a TTT ; {| 5 
Flooring Contractor: # “ + ii iil tit (pith - ’ i = ' : Py 
ai tit ; ' at - > 


. . ; 
Sidney Fenster, Inc 4 
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Widely acclaimed, New York’s Upper Manhattan Medical Group Clinic inte- 
grates the highest standards of architecture, function and decor in an ideal 
union ...in which MATICO Confetti tile is an essential specified element. 


It’s easy to see why more and more archi- tenance. And, in addition to all these 
tects are specifying MATICO Confetti utility values, Confetti’s gay dots-of-color 
Tile Flooring for hospital projects. styling lends new charm and cheer where 
Basically, it’s because Confetti satisfies | past custom dictated hygienic coldness. ites MNT Willan eirevintion 
every need, every rigid requirement of — Good reasons, all, why you can specify — pve ggrecare eon . ate with 
the modern hospital. First, itis sanitary, Confetti tile flooring not only with confi- neve STi aad Mebteane. Bian under 
durable and quietly resilient. But more dence, but with justifiable enthusiasm, heavy traffic conditions Confetti’s bright 


colors last and last 
than that, it is also fire-resistant and low in your next hospital project as well as 


: . . a 
in cost for both installation and main- other types of projects. pe 


Se eae Mito wT 
In consultation rooms for doctors and patients Architects planned the pharmacy as a “display In this intimate waiting room, the decor 
Confetti was specified also — this time in black piece” near the Clinic’s entrance, where it can be is one of colorful furnishings, restful 


with white mottle. (In addition, Confetti is also seen through a wall of glass. Here, too, Confetti lighting and more of MATICO’S airy, 
available in nine other color combinations). in white with black mottle was specified bright Confetti flooring 


MASTIC TILE CORPORATION OF AMERICA 
Houston, Tex. * Long Beach, Calif. ¢ Joliet, lil. * Newburgh, N. Y. 


Confetti ¢ Aristoflex ¢ Parquetry + Maticork ¢ Asphalt Tile ¢ Rubber Tile ¢ Vinyl Tile ¢ Cork Tile « Plastic Wall Tile 
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European countries have had a long, 
successful experience of saving steel with 
not only welded bridges of long spans 
but also all types of steel structures. For 
almost 20 years, highway and railroad 
bridges built in Sweden have been 
welded. 

Why, with the evidence before us prov- 


ing the advantages of welded construc- 
tion, we in the United States are slow to 
take this step of progress is difficult to 
understand. Some states have adopted 
policies of using welded construction and 
others are presently considering it. Never- 
theless, our educators, schools, highway 
officials, and the people who design and 








HAWS Model No. 2442 
Size: 16" x 24” 
Pat. applied for 




















--- for School Classrooms 


..-Specifically designed to meet the demand 
for narrow deck-type installations! The new 
HAWS Series 2400 offers all the outstand- 
ing features made popular by the first deck- 
type fountain to be produced—the HAWS 
Series No. 2000...and, overall dimensions 
are 16 by 24 inches. 


SERIES No. 2400 is cast-iron constructed with acid 
resisting white enamel finish ... stainless steel Hudee 
mounting rim prevents water running onto cabinet top 
and provides a water-tight bond... VANDAL PROOF 
socket flanges and fittings...chrome plated sink strainer 
with non-removable grid...and availability with any 
combination of HAWS Sanitary Faucets and Fixtures. 











make bridges and other steel structures 
have a responsibility to make this pro- 
gress as rapidly as possible. 

The country is undertaking a gigantic 
road-building program which will entail 
the building of many bridges with public 
funds. Will these bridges be obsolete be- 
fore they are built? CHARLES G. HERBRUCK 

The Lincoln Electric Company 
Cleveland, Ohio 


one visitor approves 
Dear Editor: On a recent trip to Amer- 
ica, I was confined to the study of build- 
ings recently erected in the Northeast of 
the country. 

I was exceedingly impressed by much 
of the work which I saw, particularly in 
the field of preplanning and the organi- 
zation of contract work. 

I should also like to express my ap- 
preciation of the uniform friendliness 
and courtesy with which I was greeted 
and the help which I received from all 
ranks of the profession and the building 
industry. 

I returned home stimulated and ex- 
cited by my visit. JAMES F. MUNCE 


Belfast, Northern Ireland 


educational centers 

Dear Editor: As a fairly recent subscriber 
to Procressive Arcuitecture, I would 
like to let you know how much a complete 
amateur enjoys your magazine. Ever since 
the March 1955 issue published those fas- 
cinating plans for elementary schools, I 
have been caught in a thought-cycle from 
which some interesting (I believe) ideas 
have emerged. 

In Detroit, we have been investigating 
and re-evaluating our educztional meth- 
ods, procedures, etc., and I have dis- 
covered that there seems to be a deep 
change occurring in our basic concepts 
of education. Because of this, I believe 
that the school building, as such, is about 
to undergo a great change in its role as a 
functional building. 

I was curious to know whether some 
societally interested architect had felt this 
change and envisioned (as I have) a 


Rowgh-in Detail of 


we yg A Write today for illustrated Detail Sheet on 


complete line of HAWS Deck-Type Drinking Fountains 


DRINKING FAUCET CO. 


1443 FOURTH STREET (Since 1909) BERKELEY 10, CALIFORNIA 


new “educational center” as the hub of 
the surounding residential area. The “cen- 
ter,” laid out campus-wise or perhaps in 


(Continued on page 19) 
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NEW 


high in style 


BRUCE 


Rise 


PLANK FLOOR 


Bruce Fireside Plank Floor gives homes extra floor appeal 


at no extra cost, Mail coupon for free literature. 


BRUCE 


E. L. BRUCE CO., Memphis 1, Tenn. 


world’s largest maker of hardwood floors 


Featuring the exciting new 
Midnight Finish 


Here's America’s newest, smartest hardwood floor 

praised by architects and builders and selected for sev 
eral nationally-publicized homes. This low-cost Bruce 
Fireside Plank has all the well-known advantages of solid 


oak plus these distinctive features 


Stylish dark finish, alternate widths 
The dark, mellow finish is smart, different. It’s factory 


applied for long life and easy care. Alternating 2%” and 


3%” strips with wide, shallow side bevels give Bruce 
Fireside Plank the charm of an expensive random-width 


floor and an interesting pattern effect 


Low installed cost 

Because it’s completely finished at the factory, Bruce 
Fireside Plank costs no more installed than a comparable 
grade of plain strip flooring. There are no on-the-job 
sanding and finishing costs, and builders save from three 


to five days’ working time per house 


MAIL FOR FREE BOOKLET 
>. L. Bruce Co 


1690 Thomas St., Memphis 1, Tenn 


Send to 


Address 





El Paso Notural Gas Co., 
El Paso, Texas 


Architects: Corroll & Doeuble, 
El Paso, Texas 


Glazing by Pittsburgh Plate Glass Co., 
| Paso, Texas 





Another decorative, translucent, Mississippi 
Glass pattern, Magnolite B is also used 
extensively for partitions. 


eee ae~ 
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This dramatic backdrop of rythmic, Structural Corrugated Glass efficiently 
partitions this office and foyer without the complete separation demanded by 
a convention! blank wall. Translucent, light diffusing glass embodies the finest in 
modern, functional design, for it floods adjoining areas with copious quantities 
of softened, “borrowed light”, yet completely protects privacy. Figured glass 
partitions make offices seem larger, brighter, more comfortable ond cheerful 
... eliminate that “fenced-in” feeling often experienced within walls of 

other materials. And glass is so practical as well as beautiful ...never wears 
out, never needs painting, always looks new. 


Make daylight a part of your plans. Specify glass by Mississippi. 
Available in a wide variety of patterns and surface finishes at 
leading distributors of quality glass. 


Weeetee Se | MISSISSIPPI (ass compant 
uu 


Address . 88 ANGELICA ST. : SAINT LOUIS 7, MO. 


Dept. 8. NEW YORK « CHICAGO c “ FULLERTON, CALIFORNIA 


WORLD'S LARGEST MANUFACTURER OF ROLLED, FIGURED AND WIRED GLASS 
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the style of our new shopping center, 
“Northland,” might include housing fa- 
cilities for community activities as well as 
public school activities. It seems possible 
that a district, the size of four present 
elementary school districts, would find 
these facilities within easy reach and thus 
the building of one large center would be 
perhaps more economical than the build- 
ing of four additions to existing school 
buildings as well as needed recreation 
and community buildings. It would then 
result in release of space used for these 
activities in existing school buildings, 
which could be converted into additional 
classrooms. 
It has 
waste of facilities and manpower for a 


long seemed a _ considerable 
community to support two separate groups 
of buildings and staffs, one for general 
community use and one exclusively for the 
public schools, neither of which would be 
used to capacity. With some degree of 
co-operation between commercially run 
and publically financed buildings, a satis- 
factory arrangement for the renting or 
allocating of space for private, public, 
and school activities should be possible. 

The following are a few details as to 
what the center would include. I see it as 
a large building with adequate parking 
space surrounding it. Playgrounds and 
athletic fields would lie on all four sides. 
The ground floor of the “center” would 
house two small-to-medium auditoriums, 
one at either end of the building. Doors 
at the back of these would open into small 
music rooms, suitable for individual or 
small group instruction. 

To the left and right of the auditoriums 
and groups of music rooms, along the 
outer walls, would be arranged small 
lounges which could be made available 
to the schools or general public for club 
meetings, special classrooms, or lounges. 
Separating these two complete units, a 
hall would run from one outer wall 
to the other, lined with show-cases so that 
this could be used as an exhibition hall 
for art, handicraft, and hobby shows. 
Since these three units would be complete 
and separate, three different groups pre- 
senting three different programs might be 
utilizing the ground floor at the same 
time. In the basement, would be found 
the gymnasiums, swimming pools, etc., 
while the second story would contain a 
cafeteria with adjoining rooms, in which 
home economics could be taught, as well 


as a library with small reading rooms. 
The third floor would provide a workshop, 
and many large rooms necessary for the 
enjoyment and teaching of many hobbies. 
It has become increasingly apparent that 
education is imparted through many and 
various media and teachers, and with 


some sort of community center where 





TILE FOR SCHOOL 
WINDOW SILLS AND WALLS 


p/a views 





(Continued from page 16) 


these facilities were available, I believe 
that a great deal of the tax load could 
be lightened. 

I hope I have caught the fancy of some 
architect who will also enjoy playing 
with the idea for something new in public 
SYLVIA RINDFUSS 

Detroit, Mich 


educational facilities. 


Reman 
Stee! 7 


- wlec k, 
>-—Glazed tile 


The new ROMANY Window Sill Tile 
makes possible, and economical, a sur- 
face of the same general color as 
other trim in a school roor. It pro- 
vides an exceptional cleanable flat 
smooth surface for exhibits. Avail- 
able in all Buff Body colors and 
priced to readily compete with 
most permanent sill materials. The 
ROMANY Wall Tile will withstand 
the scuffing of children in the 
classroom, also the bumping and 
ramming of mops and polishing 
machines. 


Wainscot 




















CLASS ROOM WALL 





Every Architect should have our 
Sample Tile Chart No. 15. It's free. 


ORITED STATES CERAMEC TELE COMPARY 


Member: Tile Council of America and Producers’ Council, Inc. 


217-G FOURTH ST., N.E., CANTON 2, OHIO 
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fa] Silentite double-hung windows are truly 
weather-tight. Special patented features, including 
the most effective weather-stripping known, bar 
out dust— protect furnishings— keep heating and 
air conditioning costs low. Curtis Silentite windows 
open and close at a touch—and retain this ease of 
operation throughout a lifetime of service. 


[2] Easy cleaning—from the inside—is only one 
feature of Curtis Silentite casements. A special 
adjuster holds these casements rigid in any open 
position—stops swinging or rattling. And Silentite 
casements are so weather-tight they can save up to 
16% of fuel or air conditioning costa. 


[3] Curtis Convertible windows are really some- 
thing special! You can use them as awning win- 
dows—casements—ribbon windows—and in more 
than a thousand combinations. Used as awning 
sash—as shown here—they provide draftless ven- 
tilation—let fresh air in but keep rain out. Like all 
Curtis Silentite windows, they are guaranteed. 








“Livability”’...a built-in feature 
of Curtis Silentite windows 


If windows had only to provide an outlook and admit 
light, almost anybody could design them. But to design 
windows that make living happier, more comfortable, 
takes thorough research, unusual ingenuity, skilled 
craftsmanship. That explains the popularity of Curtis 
Silentite windows—and the substantial sales appeal 
they add to houses in which they are used. 


Each type of Curtis Silentite wood window—and there 
are many —has extra features—exceptional advantages 
—which increase its “livability.”” Curtis Silentite win- 
dows are sold by leading lumber dealers everywhere. 
See your Curtis dealer soon for full details on the Silen- 
tite window line. Write to Curtis Companies Service 
Bureau, Clinton, Iowa. 


CurtiS 


CURT vey 
An cL ot SILENTITE 
eart of the Home the Insuloted window 
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AGAIN IT’S LONG-LIFE MILCOR CELLUFLOR 
— this time for two, new State of New York office buildings 


The floor of the future meets tomorrow’s 
electrical needs today! 


The New York State Department of Civil Service Building, shown above, 
has a built-in electrical capacity insurance policy — Milcor Celluflor 
So has its companion project, the Department of Commerce Building. 
Both are in Albany, N. Y. 
Far-sighted building owners appreciate this protection against obsolescence. 
hey know that electronic progress means more office machines, better 
communications, more electrical circuits. They also know that healthy businesses 
require flexibility in electrical systems. 
Milcor Celluflor’s close-cell spacing provides great electrical 
flexibility. New outlets may be added virtually anywhere on the floor — 
or changed easily and inexpensively. 
Besides, Milcor Celluflor speeds construction, permits earlier occupancy, 
requires less costly foundations and structural steel supports. 
Include Milcor Celluflor in your planning. Latest bulletins and 
special assistance are available from us upon request. 


MiccoR cerrurtor 


mete». sa ania tate | 
fe} S) ii ic ete), jeg -iileugioe). ee 
ce a) a a 

Celluflor’s tough, TI-CO gal- PF ane, 7 y i 
vanized skin doesn’t crack or Any He ~ ce 
flake, even during the form- . ry ee, 
ing of Celluflor cells. This nw 7 
protection resists the abrasion — 
of heavy traffic and storage 
during construction. 


(+ 


TI-CO galvanizing protects after 

construction, also. The condi- 

tions inside Celluflor’s cells 

remain the same, regardless 

of time, temperature, or hu- - " 

midity. Structural strength © *% ie. 3 _ 

continues unchanged. ee ~ - (INLAND STEEL PRODUCTS COMPANY 


4069 WEST BURNHAM STREET © MILWAUKEE 1, WISCONSIN 
Offices in Principal Cities 


—-AND THROUGH THE YEARS 
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(STANDARD) 


1 
7/8” THICK —» 
| 


Here are the facts: 

MARKWA marble wall tile is a true quarried marble, produced 
exclusively by America’s foremost marble producer and fab- 
ricator, the Vermont Marble Company. 

MARKWA marble wall tile is half the thickness and half the 
weight of conventional marble slabs — % inch thick, 7% lbs. 
per square foot. It is cut to three sizes: 8” x 8”, 8” x 12”, and 
12” x 12” (less 3/32 inch joint allowance to provide for 
Modular Measure). MARKWA is absolutely flat, uniform in 
size and thickness to a close tolerance of 4g inch. It is set by 


BOSTON CHICAGO ® 
HOUSTON PHILADELPHIA 
SAN FRANCISCO 


BRANCH OFFICES: 
CLEVELAND DALLAS 
LOS ANGELES NEW YORK 


MARKWA 


1/2” THICK 
(MARKWA) 


tile layers in exactly the same manner as clay tile, either with 
mortar or by adhesion. 

MARKWA marble wall tile is reasonable in price and costs only 
slightly more than other materials used for the same purpose. 


‘It is stocked in a wide variety and color range. 


MARKWA marble wall tile is ideal for wall or floor, in bath- 
room, kitchen, living room or foyer, for countertops or fire- 
place facings, in residential or commercial buildings, for 
interior or exterior. It comes polished with cushion edges; 
matte finish available for floors and exterior walls. 


WALL TFIL E 


IN CANADA: ONTARIO MARBLE COMPANY, LIMITED, 
TORONTO AND PETERBOROUGH. ONTARIO CONTINENTAL 
MARBLE COMPANY, LTD., VANCOUVER, 8.C. 


Produced exclusively by the VERMONT MARBLE COMPANY, PROCTOR, VERMONT. 
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Viertex V.E.F.* Fabrics 

_ burgeoning like buds in the 
| spring, the need fora central 
| location where decorators 

' and architects could see .. . 
| feel ... and touch these 
unique fabrics has become 
increasingly apparent. 








select 
conveniently... 
completely... 
confidently... 


ORIGINAL L. &. Carpenter 








vicrTex\\/ 
at Carpenter's 


Vicrtex showrooms and (JOFA BLDG. ) 
salesrooms...at ALO) 


MM bangiosnin CODY oh street 





trades district. Architects, decorators and designers 

who have so long looked to original vicrTex fabrics for the 
most exciting designs, the clearest, richest colors, 

the most skillfully made vinyl, can now find a complete 
selection at this one source. All patterns... 

all colors . . . all weights, will be immediately and 


dependably available for you to choose from. VICRTEX SALES CORP. 


Come to Carpenter’s VicrTEx showrooms at a division of L. E. Carpenter & Company, Inc. 
49 East 53rd St. where you can be sure of getting NEW SHOWROOMS AND SALESROOMS: 
the original—the finest—when you order 49 East 53rd St., New York 22 
VICRTEX V.E.F.* FABRICS and Vicr-foam Ger tat 4 tte bn the 
’ r n Office an remain same: 
from our new decorators’ headquarters. orrics: Empire State Building, New York 1, N. Y. 


*viny! electronically fused LOngacre 4-0080 + muts: Wharton, New Jersey 


CARPENTER VICRTEX PRODUCTS ARE DISTRIBUTED ALL OVER THE U.S. & CANADA BY: 


Arecliff Co., Ine. Ton Wallpaper & Paint Co. Clark & Burchfield Fierst Distri Co. B. Tewes & Co. 
Manchester a 104 N. Robertson Blvd. 717 West St. NS. 1634 23 Street 
Los Angeles, California Pittsburgh, Pa. Les Angeles, California 
Keyston Brothers Murray Trinkle, Inc. 


Inc. 
163 tree St..N.E. 755 Mission St. 186 Fountain Street 
Atlanta, Ga. San Francisco, California Providence, Rhode Island 


Empire Industries David Russell, Jr. Vinson Industries, Inc. 
14379 Livernois 331 South Peoria Street 420 Boylston St. 
Detroit, Michigan Chicago, Illinois Boston, 


Rattan Art Gallery, Ltd., Honolulu, T. H. 





For modern multi-story buildings... 


REYNOLDS 100 SERIES 


| Vertically pivoted 


ALUMINUM WINDOWS 


This window meets both the design require- 
ments and the special functional needs of 
today’s multi-story buildings. It provides the 
minimum air infiltration important in air con- 
ditioning, and the positive locking essential to 
safety. Yet this airtight window is easily opened 
for washing entirely from the inside. Special 
jamb design accurately positions window in 
fully closed and washing positions. All-welded 
frame construction has self-draining feature. 
Manufactured to architect's size requirements. 
Write for catalog. Reynolds Metals Company, 
Window Division, 2020 South Ninth Street, 
Louisville 1, Kentucky. 


























New Equitable Life Building, San 
Francisco, features Reynolds 100 
Series Aluminum Windows. Ar- 
chitects: Loubet and Glynn, San 
Francisco. Consulting Architect 
Irwin Clavan, New York. General 
Contractor: Dinwiddie Construc- 
tion Company, San Francisco. 


Available with or without Hopper 
Vent. Pivoted vent easily re- 
moved. Secures in reverse posi- 
tion for cleaning...locking in 
both positions. For safety, vent 
must be fully closed and locked 
before key can be removed. 











REYNOLDS 98 ALUMINUM 


BUILDING PRODUCTS 


See “FRONTIER,"’ Reynolds new dramatic series, Sundays, NBC-TV Network. 


24 Progressive Architecture 





NEW AND 
AN /mPRovED 


DESIGN FEATURES THAT 
ASSURE YOU THE MOST 
MODERN PUMP AVAILABLE 


1. Bronze fitted throughout. 
2. Enclosed, precision balanced 
bronze impeller that handles 
hot water effectively. 
3. Stainless steel shaft extension 
accurately turned and ground 
with impeller securely locked. 
Handy drain plug for draining 
impeller casing. 
Ball bearing motor made and 
gucranteed by leading manu- 
facturer 40° C. continuous 
duty, with ample overload 
capacity. 
Heavy rust resisting cast iron 
receiver. 
Heavy duty float control with 
seamless copper float and 
stainless steel rod. 
No piping between pump and 
receiver. w 
Float switch is adjustable for ATER FL 
: OWS DIRECTLY 


various water levels in Om 
InneAST IRON receiver 


receiver. c 
Rigid motor support for quiet ENTRIFUGAL PUMP 


operation. 


SINGLE AND DUPLEX UNITS—RATINGS THROUGH 150,000 SQ. FT. E.D.R. 


A Compact Pump Combining Dependable Performance with Low Power Cost 
The full benefits of rapid condensate removal at low operating cost are 
yours with this highly efficient, dependable Type “HC” unit. These new, 
pn ig pumps are designed to operate at a wide range of pressures 

without over-loading the motor and are especialiy adapted for operation at 


- extremely high temperatures encountered in condensation pump 
service. All cast iron and bronze construction, they are so designed that 


PaaS Sianeli Hoffman ) 
sound design and excellent workmanship. 


s h N / / Write todoy 
— ystems: “Watchman No. cr pie et 
of this new 


= / Hoffman 

Condensation 
| Pump Cote- 
f log. 


fi: fc: sane ‘ , r 
HOFEMAN SPRGIALTY MFG. _CORP. e 1700 West 10th Street, Indianapolis 7, Indiana 
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so often 


SASS 


is how we see 


Here, at Libbey-Owens‘Ford, experts have developed the most distortion-free plate 
glass ever made in America. 

That’s tremendously important when you consider these two things: 

From inside, almost everything we see outside, is seen through glass. So the dis- 
tortion-freedom of Parallel-O-Plate is vital in homes, schools and almost every kind 
of building. 

From outside, almost everything we see inside, is seen through glass. So, Parallel- 
O-Plate is a “‘must”’ for any storefront. And every building we look at looks better 
when its windows are Parallel-O-Plate . . . because this glass is so distortion-free. 

In most localities, this remarkable product costs no more than regular plate glass! 
So insist on it for your windows. If you plan on using double-pane insulating glass, be 
sure you get Thermopane* made of Parallel-O-Plate. And make sure the mirrors 
you buy are made of it. 

You can get Parallel-O-Plate from any Libbey*Owens:Ford Distributor or Dealer. 
You’ll find his name under “Glass” in the yellow pages of most phone books. Or 
write to Dept. 83105, . ibbey-Owens’Ford Glass Company, 608 Madison Avenue, 
Toledo 3, Ohio, for complete information. *® 


L-O-F Parallel-O-Piate Glass 


finest plate glass made in America...only by 


LIBBEY-OWENS-FORD a Great Name in Glaso 











LOOKING IN through the Para'lel-O-Plate Glass 
in a storefront, you hardly know the glass is there. 
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LOOKING OUT of your sliding glass doors made of 


Parallel-O-Plate Thermopane, you see the scene as it is. 
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Day-Brite lighting, of course! 


This outstanding Day-Brite installation is typical of how 
Day-Brite lighting has complete “‘across-the-board”’ appli- 
cations, regardless of architectural and illumination require- 
ments. It is an example of the unusual versatility of fixtures 
by Day-Brite—the nation’s largest manufacturer of com- 
mercial and industrial lighting equipment. 


Whatever the nature of architectural and lighting require- 
ments, they can be ideally met by Day-Brite, the complete line! 
SEE, EXAMINE and COMPARE Day-Brite. Look at the 
fixtures, not just the pictures. You will easily see many 
reasons why the name Day-Brite rates priority in your 
specifications. 

CONSULT YOUR DAY-BRITE REPRESENTATIVE. 





Plenty of intensity and comfort on drafting boards and desks, main- 


tained by Day-Brite aluminum paralouver troffers, flush-mounted in 
“DECIDEDLY BETTER 


Day-Brite Lighting, Inc. DAY-BRITE. 


5405 Bulwer Ave., St. Louis 7, Missouri Lighting Sir lu TZ 


In Canada: Amalgamated Electric Corp., Ltd., Toronto 6, Ontario 


acoustical ceilings. 


NATION'S LARGEST MANUFACTURER OF COMMERCIAL AND INDUSTRIAL LIGHTING EQUIPMENT 
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New 340,000 sq. ft. Electrical 
Controller & Manufacturing 
Company building, Cleveland, 
Ohio... 





Architect: Arthur E. Rowe & Associates, 
Cleveland 


General Contractor: Sam W. Emerson 
Company, Cleveland 


Electrical Engineer: P. C. Mehnert & 
C. K. Reid, Cleveland 


Electrical Contractor: The Herbst Electric 
Company, Cleveland 


Day-Brite continuous Luvex® light this office area. Note straight-line Day-Brite CFI-10 (Comfort For Industry) with 10% upward lighting. 
runs and high desk-top visibility. Ceiling contrasts are washed out and greater visual comfort assured. 


Plexoline,® Ranger,® Strip, Duo-Frame and Exits. 








In addition, the following Day-Brite fixtures were also installed: 
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Now a school 


was designed at savings 
of 31% in floor system costs 


In construction products CECO ENGINEERING makes the big difference 








Ceco-Meyer Removable Steelform Construction proves more 
economical than solid slab or tile filler in study made for Bishop 
DuBourg High School in St. Louis. When a school is designed 
around a program planned jointly by architects and educators, it is 
possible to cut costs and at the same time satisfy functional and 
psychological needs. So goes the story of Bishop DuBourg High 
School, Architects Murphy & Mackey asked the school adminis- 
trators to outline physical requirements and spiritual essentials. On 
the basis of that data, they created a pupil-centered school with a 
warm, human atmosphere instead of an institutional feeling. The 
building is four stories high, with each floor a one-grade school in 
itself . . . classes stacked one above the other. Common facilities, 
including library, shop and gymnasium, are tied in so students can 
reach them without walking through corridors used by other grades. 
With layout settled, methods of construction then got a critical eye, 
Floor systems studied were (1) solid slab and (2) concrete joist 
construction formed with (A) tile filler and (B) removable steelforms. 
Ceco-Meyer Removable Steelforms were selected on the basis of 31% 
savings in cost over solid slab and 27% over tile filler. Reasons for 
savings: less forming lumber, concrete, steel and labor than solid 
slab; less material cost than tile filler. Also the Ceco method was 
deemed the most practical and fastest for rigid fire-safe construction, 
So on your next building project consult Ceco Engineers in the pre- 
planning stage. Chances are they can help you on advance pro- 


graming so savings can be made in time, material and labor. 


CECO STEEL PRODUCTS CORPORATION 


OFFICES, WAREHOUSES AND FABRICATING PLANTS IN PRINCIPAL TIES 


SENERAL OFFICES: 5601 WEST 26TH STREET, CHICAGO 50, ILLING 


Bishop DuBourg High Sch 
Architects: Murphy & Mack 


Contractor: C. Rallo Cor 


e 


St. Lovis, Missour 
y/Structural Engineer 


ting Company, Inc 


Neo 


He Titet? 


Underside view of concrete joists formed with Ceco 


Meyer Removable Filange-Type Steelforms, showing tie 
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Ceco Reinforcing Stee! wo 
fabricated in accordance 
with design drawings. De- 
very wos made to the job 
site as required by the con- 
tractor’s construction 
schedule, thus saving double 
handling on the job 


View of Ceco-Meyer Steel- 
forms in place, ready for 
placement of reinforcing 


steel 


hment. 
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GENERAL BRONZE CORPORATION 


adds 24 National Bank, Houston, Texas, to its 







SKYLINE OF 
ALUMINUM 


99 and 100 Park Avenue, 260 and 261 Madison 
Avenue, 60th and Madison Avenue, New York, 
New York; the Alcoa Building, Pittsburgh, Penn- 
sylvania; Equitable Life Insurance Society 
Building, Milwaukee, Wisconsin. And now, the 
2nd National Bank Building, Houston, Texas. 
These are a few of the many aluminum sheathed 
skyscrapers General Bronze Corporation has 
raised in five years. They form a sky line of which 
any city could be proud. 

One of the oldest architectural metal fabricators 
in the country, General Bronze Corporation's serv- 
ices complement the architect’s designs by per- 
forming the fabrication and installation. Working 
closely with Alcoa over many years, they have a 
fund of knowledge concerning aluminum sheathed 
buildings that makes these services invaluable to 
the architects and owners who employ them. 

For full information on Alcoa® Aluminum clad 
buildings, their advantages and their fabricators, 
call your local Alcoa sales office. Or write ALUMINUM 
Sed Wattonsd Back Guilin, MANNA, Beenie CoMPANY or AMERICA, 1890-K Alcoa Building, 
Kenneth Franzheim, A.1.A., Houston, Texas; Contractor: W. S. Pittsburgh 19, Pennsylvania. 


Ballows Construction Co., Houston, Texas; Aluminum: General 
Bronze Corporation, New York, New York. 




























eeeeeeeegeeeeeeee eeeereeeee 






Welding curtain wall panel for 2nd National Bank Building at General 
Bronze Corporation’: Garden City, Long Island, plant. 









YOUR GUIDE TO ALUMINUM VALUE 





ALCOA ©. 
ALUMINUM 


ALUMINUM COMPANY OF AMERICA 








General Bronze testing tower with panel 
from 2nd National Bank Building ready for 
air and watertightness test. 
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telephones in the three principal area 


where people rest, work and play 


Wall telephons 


Kitchen or 








BUILT-IN CONDUIT BUILT-IN CONDUIT 


Will your clients enjoy the convenience and 
satisfaction of telephone outlets in all the 
right places with wires concealed? There’s one 


way to be sure— specify telephone conduit. 


Your Bell telephone company will be glad to help you work out economical conduit installations. 
Just call your nearest business office and ask for Architects and Builders Service. For details 
on home telephone wiring, see Sweet's Light Construction File. 8i/Be. For commercial 
installations, Sweet's Architectural File, 3la/Be. BELL TELEPHONE SYSTEM 


r 
- 
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that is more than a beautiful floor covering 


The ability of a floor tile to stay beautiful is the sum total of numer- 
ous factors—color, surface and resistance to everyday indoor highway 
wear. All these and built-in protection against greases, oils, mild acids, 
alkalies, gasoline and naphtha are important properties of this all- 
purpose plastic floor tile. Flexibility, resilience and unlimited appli- 
cation possibilities are inherent in Vinylflex. Vinylflex is used in 
homes, commercial establishments, institutions and industry with ex- 
ceptional results in performance and economy. Vinylflex Plastic Floor 
Tile carries the Hachmeister workmanship and quality material war- 
ranty. Write for suggestions on how HAKO Floor Tiles can help you. 

oO Ea 


> Guaranteed by ™ 


ACHMEISTER-INC = 


PITTSBURGH 30, PA. 


@FLOOR TILES—Aspholt, Poly-Krome in Vinyl or Asphalt, Parquetry and CorkAtile @CORONET PLASTIC WALL TILES—Mojesty, ;0!, Duke @ ADHESIVES 














MITCHELL LIGHTS ANOTHER OFFICE 


All-Steel Equipment Inc. 
Aurora, Illinois 


Architect: Johnson & Johnson, Chicago, Illinois 


Electrical Contractor: Michels Electric, Aurora, Illinois 






INSTALLATION: MITCHELL “UNI-FLOW” Fluo- 
rescent Troffer Lighting with metal louver shielding 
(30°/30° visual cutoff). An average of 50 footcandles 


is maintained. 


The new MITCHELL UNI-FLOW fluorescent trof- 
fers offer the most complete, versatile, uniform 





stock line of fine quality recessed units ever made. 
Every detail of design and construction has been 
precisely planned to make each MITCHELL UNI- 
FLOW installation a perfect job, both function- 
ally and architecturally. The All-Steel Equipment, 
Inc. installation is a typical example of the supe- 
rior results attained by MITCHELL UNI-FLOW 
Troffer Lighting. 














for better office lighting, 


SPECIFY MITCHELL 


Write for complete details on MITCHELL 
office and other commercial lighting 


q Mi ITCH ELL lights this modern office 

























F. A. SAAF, Chief Engineer 


As Chief Engineer of All-Steel Equipment Inc., 
famous makers of quality office files and furni- 
ture, Mr. Saaf has carefully selected the most 
efficient equipment for this ultra-modern plant. 

“For our office lighting,”’ Mr. Saaf states, ““we 
had two objectives in mind: first, a high level of 
uniform, glare-free illumination, and second, a 
smooth-flowing, attractive installation. Both of 
these requirements were met fully by the 
MITCHELL ‘UNI-FLOW’ Troffer Lighting we 
selected.” 


M ITCH ELL MANUFACTURING COMPANY 


2525 Clybourn Ave., Chicago 14, Ill., Dept. 5-K 
In Canada: Mitchell Mfg. Co., Ltd., 19 Waterman Ave., Toronto 
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Home of Mrs. |. Zimmerman, Manchester, N. H. 
Desiqned by Frank Lloyd Wright 


From the first rough sketches . . . 


Frank Lloyd Wright specified Colorundum 
floors for their warmth of color and beauty.” 


Mrs. |. Zimmerman, Manchester, N. H. 






“Look at these photographs of our exciting new home and you can see 
why we just wouldn't consider drab, colorless concrete. From the first 
rough sketches,” writes Mrs. Zimmerman, “we planned attractive, 
luxurious Colorundum for the patio and the service areas . . . especially 
when we found out how little it cost!” 

Colorundum is the ideal solution to the problem of exposed or un- 
carpeted areas of plain concrete. It provides colorful, wear-resistant 
floors at just a fraction of the cost of tile. 

Colorundum is far more resistant to traffic than ordinary concrete 
floors. It is a balanced formulation of nonslip aggregate (next to the 
diamond in hardness) , water-repellent compounds, and durable colors 

. contains no silica, quartz, metal or sand. It is easy to keep clean, 
and since it contains no metal, it will not rust or stain. 

Colorundum is available in eleven decorator colors. 





A Subsidiary of Chemical Corporation 


Chicage, Toronte 
DIVISIONS OF SUN CHEMICAL CORPORATION 


refiners of specialty waxes 


ri 



































Fused color. Not a paint or coating! Colorundum is troweled 
into the concrete topping and becomes an integral part of 
the surface, producing beauty and durability. 





A. C. Horn Co., Inc. 


Long Island City, Les Angeles, San Francisco, Atlanta 
Houston, 


* HUDSON + WILLEY oO enn and oy p apetate, industrial coetiogs) * WARWICK (textile and industrial chemicals) - WARWICK WAX 
~ SUN SUPPLY { - 
& Lang + Eagle « American + Kelly + Chemical C a Sunply tn s) * MORRILL (mews inks) + ond ELECTRO-TECHNICAL PR 


’ 

! 

I a ¢«. Horn Co., inc. 

{ Dept. 12-1017, 10th St. & 44th Ave., Long Isiand City 1, WN. Y. 
! () Please send me complete information on 
t COLORUNDUM. 

! 

| Nome ____ —_— = ee 
{Firm Name_ - a 
Address _ = — — 
1 ——O————EEE ——= = 


supplies) » GENERAL PRINTING INK - y Ullman . 
ODUCTS ( and plastics) 
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WOOD FOLDING DOORS 
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So Distinctive! 


Pella Mahogany Folding 


Doors...at New Savings 


PELLA WOOD FOLDING DOORS of beautiful, rich-grained Philippine mahogany are now 


with increased production, make this price reduction possible on 
Pella Mahogany Doors. 
Specify PELLA WOOD FOLDING DOORS as folding partitions, closet closures 
and for regular openings in homes. Use them to create double-purpose rooms in 
schools, churches, hotels, clubs and other buildings. Pella Doors fold compactly 
against door jambs or walls. Every inch of floor and wall space can be used. 
PELLA WOOD FOLDING DOORS are available in mahogany, pine, oak or birch... 
finished or unfinished. They are packaged, complete with all hardware and 
concealing track mould. No costly fitting on the job. Send for sample of 
laminated mahogany Pella Door Panel today. See our catalog in Sweet's or mail 
coupon below for FREE cut-a-way section of a Pella Door Panel. 
ROLSCREEN COMPANY, Dept. G-12, PELLA, IOWA 


® 


WOOD FOLDING DOORS 


eeeeeeeereeeeeeeeeeeee 


ROLSCREEN COMPANY, Dept © 12 
PELLA, IOWA 


GENTLEMEN: Please send FREE sample of laminated 


mahogany Pella Door Panel and literature on Pella 
Wood Folding Doors. 





CLIP AND MAIL TODAY! 


NAME 





ADDRESS 





CiTy & ZONE 
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EXPERIENCE PROVES... 


rou can CAVE MONEY 


WITH WINDOWS THAT 


WEVER NEED PAINTING! 


For schools, hospitals, apartments, commercial 
and industrial buildings, where maintenance 
\\1N expense is to be kept at a minimum, insist on 
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ALUMINUM WINDOWS REDUCE MAINTENANCE EXPENSE TO A MINIMUM 


Today, more than ever before, school officials, 
hospital superintendents, building owners and 
mortgage bankers are all interested in keeping 
maintenance expense at a minimum, 


Experience in hundreds of schools (like the one 
shown on opposite page,) in hospitals and other 
types of buildings erected 15 to 25 years ago shows 
that not one penny of expense was ever required 
for painting the aluminum windows. 


Aluminum windows (whether they be double- 
hung, casement, awning or projected type) are the 
only practical, reasonably-priced windows that 
never require painting ... that cannot rust or rot, 
warp or swell...that retain their trim, modern- 
looking appearance for the life of the building. 


A WORD OF CAUTION — Remember, that only 
aluminum is rustproof through and through. Mere 
surface protection against rust is not enough. Wear, 
unintentional scratches in delivery or installation 
may nullify any protective surface coating and soon 
require painting. 


“Quality-Approved” aluminum windows are avail- 
able through many manufacturers in sizes and 
styles that fit any exterior design treatment. For 
your protection and full satisfaction, insist on the 
“Quality-Approved” Seal when you specify or OK 
specifications. 


For a copy of our latest window specifications book 
and names of approved manufacturers, consult 
Sweet’s Architectural Catalog (Section 16a/ALU) 
or write direct to Dept. PA-10. 


75 West Street, New York 6, N. Y. 


MEMBERS: Alcasco Products, Inc., Detroit, Mich. ¢ The Wm. Bayley Co., Springfield, Ohio « Bourne Products, Inc., El Cajon, Calif. « Ceco Steel Products 
Corp. (Sterling Aluminum Window Division), Chicago, Ill. ¢ Cupples Products Corp., St. Lovis, Mo. ¢ Duralite Window Corp., Knoxville, Tenn. ¢ Fentron 
Industries, Inc., Seattle, Wash. ¢ Michael Flynn Mfg. Co., Philadelphia, Pa. ¢ General Bronze Corp., Garden City, N. Y. * Metal Arts Mfg. Co., Inc., 
Atlanta, Ga. « Reynolds Metals Co. (Parts Division), Lovisville, Ky. ¢ The F. C. Russell Co. (Aluminum Division), Bristol, Po. « J. $. Thern Ce., 
Philadelphia, Pa. ¢ Universal Window Co., Berkeley, Calif. ¢ Ware Laboratories, Inc., Miami, Fla. « Windalume Corp., Kenvil, N. J. 
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Take a look at a 
TRULY ADJUSTABLE 
ee ge y 


Adjusted for downward projection. 


® 
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TYPE “OA” Adjusted for horizontal discharge. 





Here's a distinctively different 





diffuser with a radically new means 


\ J l 
of controlling air direction at four different N 
Ps © et pa 
/ 


ee LL 


angles of discharge simultaneously. 
Adjusted for intermediate projection. 


Without changing the position of the spinnings, 


AGITAIR “OA” diffusers can be adjusted 





to put the air where you want it in one, 
two, three or four directions .. . affer 


installation. Result: Segmentized ... 
Adjusted for horizontal discharge 


positive adjustability with Finger-Tip ama seam n> 


Air Direction Control, 
Write for Bulletin C-101 


Contains complete data, performance charts, 
construction details, etc. 


‘SAIR DEVICES INC. 


You Get Better Air with AGITAIR // 185 MADISON AVENUE NEW YORK 16, W. Y. 


! Air Diffusers . Filters ° Exhousters 
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Tucker-Maxon Oral School 
. designed by the office of 
| Belluschi and Skidmore, Ow- 
ings & Merrill. Another out- 
° standing example of the use 
of wood in modern architec- 
tural designs produced by 

this firm. 






THERE ARE ALWAYS NEW USES 
FOR WEST COAST LUMBER 














}_k id Li 
: = 

Contrasts of vertical and horizontal patterns make Fy. , 

this modern application of wood especially dramatic. 

The attractive and practical suspended porch takes 

advantage of cantilevered beams and joists. | 

Louvres shield the building’s interior from direct sun 

and add to the open feeling of a covered access area. 


For freedom of expression, specify wood... 
the economical, ever-modern building material. | 
. Specify West Coast species by name... | 
Douglas Fir, West Coast Hemlock, Western 
Red Cedar and Sitka Spruce. 
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WEST COAST 








' 
| 
| Douglas Fir + West Coast Hemlock | ,| Western Red Cedar + Sitka Spruce 


Send for folder describing free literature available for your reference files. eth 
West Coast Lumbermen’s Assn., 1410 S$. W. Morrison St., Portland 5, Ore. ° 
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Al the New 525-Bed AKRON GENERAL... 


because it’s tougher ...and easier to clean! 








Bolta-Wall was used because the tough vinyl 
surface will take hard, daily abuse without a 
sign of wear—won’t crack, chip or peel. It has 
wonderful resistance to scuffing or staining— 
and dirt, grease and grime wash right off with 
just mild soap and water! 
It’s FIRE-RETARDANT, too! Conforms 
to U.S. Federal Specifications and approved 
by the Board of Standards and Appeals for 
use in New York City. 
Above Bolta-Wall installa- 
CHOOSE FROM FOUR DISTINCTIVE EFFECTS tion by Akron Floors, Inc., 
Akron, Ohio. Architects, 


Conrad & Simpson, Hanna 
Bldg., Cleveland, Ohio 


GENERAL 


BAMBOO* MAHOGANY* LEATHERGRAIN GEORAMA PLA Ss Ti e Ss 


*Also available in Pre-pasted Bolta-Wall tile (8’’ x 8’’)—the revolutionary new tile that The General Tire 
requires no pastes or other adhesives. & Rubber Company 


For samples and complete information, write . .. 
BOLTA PRODUCTS + Box 541, Lawrence, Mass., Division of The General Tire & Rubber Company 
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Shaker room and incubator in Fermen- 
tation Department. Powers Temperatura 
Recording Controllers are used here. 


Ampoule Sterilizers regulated by Powers 
No. 252 Pressure Regulators and Valves, 


Fermentation process in research pilot 
plant controlled by Powers ACCRITEM 
Regulators and FLOWRITE Valves. 


A few of the many vacuum dryers equip- 
ped with Powers Temperature Controllers. 


Below: Air Conditioned Room for Board 
of Directors and executive conferences, 
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AUTOMATIC temperature, 


humidity and pressure control 


...- helps Abbott Laboratories 
bring better health to millions 


Heating and Air Conditioning in many of the above 
buildings are automatically regulated by Powers 
Temperature and Humidity Control Systems. 


Research at Abbott’s has paid off in an 


unbroken dividend record, numerous stock divi- 
dends and splits. Many of their famous products 
such as Nembutal, Pentothal, Erythrocin, Iberol, 
Vi-Daylin, Selsun and Sucaryl have been devel- 
oped in laboratories equipped with Powers control. 


Versatility of Powers control used 
at Abbott’s is indicated by some of 
the applications shown here and in 
the following installations: Air con- 
ditioning control systems for audi- 
torium with 900 seating capacity, 
executive offices and dining room, 
cafeteria and animal rooms; also 
controls for tablet machines, demin- 


THE POWERS 


SKOKIE, ILLINOIS 


eralized water heaters, autoclaves 
and many other applications. 
When you need automatic control 
for temperature, humidity or pres- 
sure, call your nearest Powers office 
or write us direct. An experienced 
Powers engineer will gladly help 
you select the right type of control 
for your requirements, 

(c42a) 


REGULATOR COMPANY 


Offices in chief cities in U.S.A., Canada and Mexico 


Over 60 years of Automatic Tempe: sture and Humidity Control 
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Her Bathroom in Beautyware Sea Green ----His in Beautyware Sandstone 


Two Bathrooms of 


BRIGGS BEAUTYWARE-. 


New Pattern tor ‘Today’s Living 


SEE OUR There is a new pattern for family living in America — more children, 
PRODUCTS better health and hygiene, more personal grooming, greater luxury and 
—3rd FLOOR convenience. All these add up to the need for two bathrooms. 


Home designs can be made more desirable and livable with two bath- 
rooms. Home sales can be made much more readily. And installation is 
so fast, easy and economical with modern, engineered fixtures. 





: Exceptionally pleasing pastel colors, surfaces hard as glass, exclusive safety 
NATIONAL and utility features, trouble-free fittings, time-saving installation, realistic 
7, ~ prices — these are only a few of the many reasons why Briggs Beautyware 


CENTER 
WASHINGTON, D.C, is first choice for an ever increasing number of two-bathroom homes. 





j = TWO BATHROOMS—COLONIAL STYLE 


Today’s living has created the need for 
two bathrooms, and Beautyware fix- 
tures have made this plan practical in 
every home. In a colonial residence, you 
may prefer a bathroom on both floors. 
You can have them in your choice of 
five rich, glistening Beautyware colors, 
or white—in a wide variety of modern 
contour-styled models—and for much 
less cost than you may think. 














Tropical Coral We 


TWO BATHROOMS—RANCH STYLE 


For your ranch home, you can have 
two widely separated bathrooms— 
each a blend of luxury and utility. 
For example, Beautyware surfaces 
are hard as glass, stain resistant, and 
so easy to keep clean. Beautyware 
tubs have an exclusive safety bot- 
tom. Closets are whisper-quiet. Lava- 
tories are deep-contoured, handsome. 
In every detail, Beautyware fixtures 
are smart, durable and practical. 


TWO BATHROOMS—CONTEMPORARY STYLE 


In a contemporary dwelling, you may 
prefer a split level floor plan with two 
adjacent Briggs Beautyware bathrooms. 
Like all Beautyware two-bathroom 
plans, this is extremely practical, for 
Beauty ware’s matchless quality actually 
costs less. Better homes everywhere are 
featuring the practical luxury and con- 
venience of two Beautyware bathrooms 
for today’s modern living. 


Pearl Gray 


SPECIFY BEAUTYWARE—TWICE; a product of BRIGGS Manufacturing Company, Detroit 26, Michigan 














Gate City’s New “Type H” Wood Awning Window 
contains Important “asked-for features! 


new SIZES — New, more popular sizes —13 
stock sizes—will be stocked for immediate 
shipment. (48 other sizes available on order.) 


CARTON PACKAGING—All stock units are 
carton packed, 2 per carton. Carton includes 
screens, extension jambs, cranks and 
escutcheons. Windows completely assembled 
ond glozed. 
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W'ENCLOSED HARDWARE—Redwood covers 
enclose hardware in jambs and sill. Offers 
proven advantages of Gate City's sturdy 
dual-action hardware PLUS beauty. 


"wooo GLAZING BEAD—Glass is bedded 
in putty with wood bead exterior glazing. 
Completely eliminates all putty problems. 


*REDWOOD EXPOSED PARTS—All exposed 
parts are made of Redwood for superior 
durability and workability. Available in 
matched, heart Redwood at slight extra 
cost when specified. 


(REMOVABLE DOUBLE GLAZING— Aluminum 
framed individual storm sash easily applied 
to each vent. Provides efficient double 
glazing when desired. 


VT HERMOPANE RABBETING— Standard sash 


rabbeting will take Thermopane gless, 
which can easily be installed with wood 
glass mold. 


EXTENSION JAMB GROOVING — Backside 
of window jambs are poaves nae take 
extension jambs. Tongued ext b 

are furnished with each unit. 





In addition to the above features, the new “Type H” window embodies all the qualities, all 
the advantages that have made Gate City the standard of the awning window industry—fixed 
hinge operation; simple, sturdy dual-action hardware, inside screens, Perma-Treated wood. With 
more than 40 years’ experience as window craftsmen, it’s easy to see why more architects, 
builders and contractors specify Gate City with confidence. 


\ 


."Push-Button Ventilation” is here! Gate City's electrically-operated Aluminum 
a 
Awning Window opens and closes with the flick of a switch. 


and for all openings in your better projects. This superior new Aluminum Awning Window is 


od There’s nothing like it for clerestory or otherwise inaccessible installations, \ 
also available in crank-operated models. 





Sat 





GATE CITY SASH & DOOR CO., DEPT. PA-10 
P.O. Box 901, Fort Lauderdale, Florida 
Gentlemen: | would like complete information on 

(J Gate City’s New “Type H’” WOOD Awning Window. 

() The Gate City “Push-Button” ALUMINUM Awning Window. 
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FIFTH AVENUE DIAMOND CLUB, NEW YORK CITY. 
Architects: Sylvan Bien & Robert L. Bien. Contractors 
Kayfield Construction Corp. Lupton Curtain-Wall System 
Type H. Width Modules: 3’7” and 3’4”. Ventilators: Project 
out for window cleaning only. 4 Plate Glass. Facing 
Material: 4” aluminum plate, Alumilited. 6” back up wall 
with air conditioning unit. 


LUPTON 


Metal Windows and Curtain-Walls 





it 
iN 


NEW JERSEY STATE TEACHERS’ COLLEGE, MONTCLAIR, N. J 
(2 bldgs.) Architect: Emil Schmidlin. Contractor: Martin Infante Co., Inc 
Lodi, N. J. Lupton Curtain-Wall System, Type H. Width modules 3'9” & 
41”. Fixed glass and projected-in ventilators. Opaque areas are Ye” thick 


embossed, fluted aluminum, Alumilited Special fea Heavy aluminun 


sub-frames and door frames 


Build it Faster 
with a Lupton Curtain-Wall 


With the new Lupton Simplified Curtain-Wall Systems, buildings 
can be completed much sooner than with conventional construction 
The Lupton Curtain-Walls can be ready for installation even before 
the building framework is finished, and installed in days. There's 
no delay because of weather, either installation is done from 
within the building. 
The Lupton Simplified Curtain-Wall Systems offer many features 
unusual freedom in design variations in panel sizes 
material, texture and color 
savings in labor . . . faster building completion 
proven dependability . . . completed installations in buildings 
throughout the country, in all climates 
developed in collaboration with leading architects, backed by 
Lupton’s fifty years’ experience in manufacturing Lupton Metal 
Windows 
fewer problems for architects and owners 
Walls are fabricated and installed by experienced Lupton 
Craftsmen. 


“6 Lupton Curtain 


If you are designing a single or multi-story building, add the 
advantages of modern Lupton Curtain-Walls 


Write or wire for data 


MICHAEL FLYNN MANUFACTURING COMPANY 
MAIN OFFICE AND PLANT: 700 E. Godfrey Ave., Phila. 24. Pa. 
NEW YORK: 51 E. 42nd St., New York 17, N.Y 
LOS ANGELES: 672 S Lafayette Pk. Place, Los Angeles 57, Cal. 
Sales Offices and Represe ntatives in Other Prin ipal Cities 


and help 





CLEAR 


PRISMATIC GLASS 


tomorrow’s 
lens lighting 
TODAY! 


AMCOLENS, an advanced concept in lighting, is the ultimate 
for the improved illumination of tomorrow. 


The precision engineering of AMCOLENS clear 
prismatic glass lens offers you the lighting of 
the future with all these unique advantages: 


e Crystal clarity 


@ Undiminished light 
transmission efficiency 


» Unaltered white lamp 
light transmittance 


@ Precise light 
direction control 


e Predetermined light 
distributions 


@ Minimum brightness 
in glare zone 


e@ Edge-light on 
ceiling for 
contrast relief 


AMCOLENSES are the result of original ART 
METAL lens research and are available only 
in ART METAL complete lighting equipments. 
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This enlarged segment of Am- 
colens illustrates prism detail. 
AMCOLENS utilizes clear glass 
prisms, the most exact means 
known to science for controll- 
ing the direction of light. 


SEMI-FLUSH 
Three Sizes 
8% 10% 


SEMI-FLUSH SYMMETRIC 
Four Sizes 
10% 12 Sq 





A cross section of a typical 
Amcolens shows control of 
light. Precision engineering 
achieves multiplied useful light 
utilization below 60° with mini- 
mized glare zone brightness. 


AMCOLENSES ARE ANOTHER <ighting Research DEVELOPMENT OF ART METAL 





18 AMCOLENSES 


are precision engineered 
for specific lighting applications. 


DEEP ASYMMETRIC 
One Size 
10% Sq r 


CONVEX 


One Size a iemelei-pme)ii moa) 30 tle 
Dia One Size 
9'\/ x 16'/ 


LENSDRUM 
Three Sizes 
9'7 11% 


DEEP SYMMETRIC 
Three Sizes 
8'/r 10% 12 Sq 


May we send the new catalog? 


ART METAL Catalog 255, dedicated to the advance- 

ment of incandescent lighting through original 

research development, provides detailed in- 

formation on Amcolens, plus factual 

data on all ART METAL lighting 

equipment with unbiased test data 

on lighting performance, eval- : aan pe 
uated by Electrical Test- 7%” Die 


ing Laboratories, Inc. 
Wrile lo: 


WALLENS 
One Size 
11% Length 


ART 


CLEVELAND 3, OHIO 


October 1955 





Which is the best way 


to air condition a 


WITH A HEATING AND COOLING UNIT ALL-IN-ONE? The 
Carrier Year-round Weathermaker fits in only 10 sq. ft. of floor 
space. It burns gas or oil, cools electrically. It is suitable for in- 
stallation in attic, basement or closet. It is ideal for new homes. 
Or it may be used to replace an antiquated furnace in a home 
which is being modernized. Air-cooled models are available. 
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HOUSE? 


WITH COOLING ADDED TO A TOP-DELIVERY FURNACE? 
This Carrier Conversion Weathermaker adds on to the top of 
any standard warm air furnace. It’s ideal for a basement instal- 
lation like the one illustrated. The section on top of the furnace 
contains a cooling coil. Small refrigerant lines run from it to 
an air-cooled refrigeration section located anywhere outdoors. 








WASDALE 


ele 


WITH COOLING ADDED TO A COUNTER-FLOW FURNACE? 
This Carrier Conversion Weathermaker fits under any counter- 
flow furnace. Naturally, it’s ideal for any warm air perimeter 
system ... particularly when the ducts are in the floor slab itself. 
A separate, compact refrigeration section needs no water for 
cooling and it may be located in the yard, the garage or carport. 


WITH COOLING ADDED TO WET OR RADIANT HEAT? The 
new Carrier Summer Weathermaker comes complete with its 
own fan and filter section. The package you see in the picture 
performs a complete summer air conditioning function. It is so 
compact it may be located centrally with a short run of duct... 
and with the air-cooled refrigeration section remotely located. 


WITH COOLING ADDED TO A HORIZONTAL FURNACE? 
This Carrier Conversion Weathermaker pairs happily with any 
horizontal heater or will fit in a horizontal supply air duct. It may 
be installed in the crawl space, as shown, or in the basement or 
attic, as you prefer. With the air-cooled refrigeration section 
located outdoors, Conversion Weathermakers are notably quiet. 


Carrier is the quickest 


way to the right answer 


JUST 1-2 AND THE 
JOB IS THROUGH! 


Carrier has all the ways to air condition any job—and all 

Carrier equipment is engineered to the same uniform stand- 
july g£ 

ard. So short-cut hours of selection by (1) using the Carrier 


line as your shopping guide and then (2) comparing values. 
Get in touch with your Carrier dealer or distributor. He’s 


listed in the Classified Telephone Directory. Or write to us 
directly. Carrier Corporation, Syracuse, New York. 


air conditioning - refrigeration - industrial heating 
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Vepett . floors.. fashioned for fifth avenue 


Upper bracket stores 
throughout the coun- 
try are finding Vina- 
Lux Reinforced 
Vinyl Tile the per- 
fect answer to their 
flooring problems. Its beauty of color, smooth, 
easy-to-clean surface, and foot-safe resilience qualify 
it without question as a superior sales back-drop 


for top-level merchandise. 


Vina-Lux matches its own brilliant beauty with out- 
standing performance day-in and day-out. Regular 
cleaning and dry buffing enhance its lustrous built- 
in surface . . .without the use of costly waxes or 


floor finishes. Customers like its sure-footed com- 
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Kahn & Jacobs, Architects, New York City, N. Y. 


fort... and sales clerks find a welcome lessening 


of leg and foot fatigue at the end of the day’s work. 


Vina-Lux can help solve your clients’ flooring prob- 
lems. Why not ask us to have a qualified repre- 
sentative present the full story to you on America’s 


leading vinyl-asbestos tile? 


o 
MPCCE ~ 
REINFORCED } VINYL TILE 
AZROCK PRODUCTS DIVISION ¢ UVALDE ROCK ASPHALT CO. 


FROST BANK BUILDING « SAN ANTONIO, TEXAS 
MAKERS OF VINA-LUX @ AZROCK @ DURACO © AZPHLEX 





Experts say every fingerprint is different—and 
we say Medusa StoneseT Mortar Cement is as 
distinctive as fingerprints! It’s the only white 
masonry cement made from world-famed 
Medusa White Portland Cement. As a result 
of this difference . . . this whiteness . . . wonder- 
ful things happen to masonry when you specify 
Medusa StoneseT White Masonry Cement. The 
unstained, uniformly white mortar joints give 
your masonry units a far more beautiful appear- 
ance. And Medusa StoneseT properly tinted 
makes mortar that harmonizes perfectly with 
the exact color of the face brick, stone, marble 
or glass block units you are using. 


But the best part is, you can absolutely 
depend upon Medusa StoneseT . . . Thousands 
of buildings—some twenty to twenty-five years 
old—stand as living testimony of its depend- 
ability. For mortar work that is different, 
insist upon StoneseT. 


.¥ 
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| A STONESET 
White Masonry Cement 


Tt 


North Oshawa Public School, Oshawa, Canada 





MAKERS OF AMERICA’S 





MEDUSA Portiand Cement Company 
1000 Midland Building 


SALES OFFICES Cleveland, Ohio 


Chicago, Illinois 
Pittsburgh, Po 
Milwaukee, Wisc. 


FINEST 


Toledo, Ohio 
New York, N.Y 
York, Pennsylvanic 


PORTLAND CEMENTS 


. Cleveland 15, Ohio 
WHITE © WATERPROOFED WHITE * GRAY 


WATERPROOFED GRAY © AIR ENTRAINING © STONESET 


HIGH EARLY STRENGTH © BRIKSET 
WHITE TILE GROUT CEMENT 


FOR OVER 





StIXTY YEARS 


Fiow much have you been missing 
by not using JAMISON’S extra services ? 


You may already know of the efficient 
performance of Jamison Cold Storage 
Doors .. . their ease of opening .. . their 


JAMISON DESIGNS AND BUILDS 
ALL KINDS OF SPECIAL DOORS 


A full-time research and engi- 
neering staff enables Jamison 
to design and build doors 
for practically any special 
requirement. Many times, ail 
that’s needed is to modify a 
standard door. Whatever the 
need, Jamison is equipped 
and prepared to build any door to your order. 








JAMISON ASSISTS ARCHITECTS 
IN PREPARING LAYOUTS 


Jamison field representatives 
throughout the country are 
always available to work 
with architects in preparing 
layouts. They will help with 
the specifications to insure 
that the right door is used 
as well as the one most economical for the job. 


low maintenance. But do you know 
that Jamison also offers four valuable 
services unmatched in the industry? 


SEE 


JAMISON HELPS CONTRACTORS 
TO QUOTE ON DOORS 


Upon request, a Jamison 

representative will call upon 

the architect, and take off the 

door specifications the in- 

sulation contractor needs to 

quote on a job. He'll then 

help to interpret specifications and supply the con- 
tractor with quctations on the specified doors and 
any alternates that can be offered. 


JAMISON HELPS CONTRACTORS 
ON UNUSUAL SERVICE PROBLEMS 


Jamison 
work with contractors to 
provide the user the best 
possible service. Advice and 


representatives 


suggestions on installing 
doors can frequently save 
service cost and trouble. 
Help is also available on unusual service problems. 


You can depend on Jamison for both a quality product 
and technical service. Jamison Doors have been the 
standard of comparison for nearly 50 years. Jamison 
field service can save you time, money and worry. 
JAMISON COLD STORAGE DOOR COMPANY, 
HAGERSTOWN, MD., U.S.A, 


More JAMISON Doors are used by more people 
than any other Cold Storage Door in the world. 
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$10 Per Square Foot SCHOOL 
Uses RILCO ARCHES 


modg 
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The Mirabeau B. Lamar Junior High School in 
Laredo, Texas, is unusual in several respects. It was 
built at the amazing low cost of only $10 per square foot. 
It incorporated several new design features which have 
attracted national attention. Using one of the most 
economical forms of Rilco Laminated Wood Arches, the 
architects have achieved an unusually interesting, at- 
tractive and practical result. 























Architects Caudill, Rowlett, Scott & Associates, 
Bryan, Texas, and A. A. Leyendecker (Associate Archi- 
tect, Laredo, Texas) are to be complimented on their 
fresh approach to the ever-present problem . . . low-cost 

‘ building for maximum efficiency and attractiveness. 


$s 2% 


The Rilco Glued Laminated Wood Arches used in 
the construction of the combination auditorium and gym- 
nasium of the school helped keep costs down because of: 
1) low original cost; 2) ease of erection, pre-cut and drilled 
for connection hardware; 3) erected with local labor and 
equipment. 


em re 






Rilco Arches are made of selected West Coast Douglas 
Fir. They are manufactured with modern precision equip- 
ment under rigid factory control, and wrapped in heavy 
water-resistant paper for shipping. 






Rilco experienced engineers will be glad to consult 
with you about your requirements and give “‘on the job” 
cooperation. Write now for complete information on RILCO LAMINATED PRODUCTS, INC. 


Rilco for your jobs. 2517 FIRST NATIONAL BANK BLDG, ST. PAUL 1, MINN. 
- District offices: Wilkes Barre, Pa., Ft. Wayne, ind. Manhattan, Kan, 
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Maspeth, N. Y., building of Canada Dry Ginger Ale, 
V. Bekay, N. Y. C. General Contractor: W. J. Barney 


LONGSPAN JOISTS PROVIDE PLENTY OF ELBOW ROOM 
IN NEW CANADA DRY BOTTLING PLANT 


# 


The new bottling plant of Canada Dry Ginger Ale, 
Inc., at Maspeth, Queens, New York City, is one of 
260 such production units throughout the world. The 
Maspeth building houses a complete production area, 
extensive warehouse facilities, garage, water-treatment 
and boiler rooms and offices in a 201,000 sq ft area. 

Over a framework of Bethlehem structural steel is 
a roof structure of Bethlehem Longspan Steel Joists, 
varying from 40 ft to 50 ft in length. Bethlehem Long- 
spans were chosen because they allow plenty of 
column-free space below, besides providing non- 
warping, fire-resistant construction. 

To the Canada Dry operation, column-free floor 
space is invaluable. Long conveyor-system bottle- 
washing and filling operations require uninterrupted 
space in the production area of the building. Stockpiles 
of soft-drink cases, 56 to the pallet, handled by fork-lift 
trucks, fill the warehouse. And a roomy garage houses 
the company’s large fleet of delivery trucks serving 


the Manhattan and Long Island areas of the city. 

In addition to their other advantages, Bethlehem 
Longspans were delivered to the job site ready for 
placing, with no delays to the production schedule. 
They required only field welding to secure them firmly, 
and to provide, with the structural steel framing, a 
rigid, permanent construction. 


BETHLEHEM STEEL COMPANY, BETHLEHEM, PA. 


Inc. Architect: Owner's Engineering Department and Andrew 
Corp.; Mechanical Engineer: G. B. Tanis, both of New York. 


On the Pacific Coast Bethlehem products are sold by Bethlehem Pacific Coast 
Stee! Corporation. Export Distributor: Bethlehem Stee! Export Corporation 


BETHLEHEM LONGSPAN STEEL JOISTS 
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House Beautiful’s 1955 Pace Setter House 


Shading walls from heat and glare of the summer sun can be more than a smart 
move to reduce capacity requirements and operating costs of cooling equipment 
As the editors of House Beautiful discovered in their choice of canvas sunshades, 


it can be an exciting adventure in imaginative design 


The problem here was how to shade east walls under a roof overhang that provided 





little or no protection from the early morning sun. By 8 A.M., even in late summer, 
the outside of these walls was too hot to touch. Such a crucial source of heat 


intake can mean trouble for the occupants, with or without air conditioning 





With custom-designed white canvas sunshades, the whole wall of wide glass areas 


is provided with complete protection and the ability to reflect away heat 


Because of its easy flexibility, its simplicity of fabrication, and its smart 
appearance, you'll find canvas the best solution to your sun problems. Talk over 


your design ideas with the canvas goods manufacturer in your locality 


He'll gladly discuss specifications and costs without obligation. Look for him 


Each lightweight pone! has horizontolly-stitched listed under “ Awnings’ in the yellow pages of your phone book 
pleats that enables i; to be drown up into a 


neat package of four or five inches for 
See our catalog 18f/Co in Sweet's Architectural File or write for o free copy 
integration under the overhang. 
It contains original and practical ideas, plus helpful instructions for specifying canvas 





Canvas Awning institute,inc. 


and Nationai Cotton Council 


Pp. Oo. BOX 18851 MEMPHIS, TENNESSEE 


October 1955 
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Coscdede Vonerete Mason ... 


stores, shopping centers, offices 


Yours for the asking in the award- Specialists in store front design are finding in concrete masonry the variety 
winning booklet, Ideas for Wall in texture and pattern and the modern appearance ideally suited to both new 
Patterns with Concrete Masonry. and remodeled buildings. Split block and other new sizes and styles are especially 
Ask any NCMA member popular for front and trim use, with economical 88x16 Units, for other exterior 


Design ideas — 


for your copy. . walls. 
Concrete masonry offers many advantages for the interior walls, too 


Exposed concrete block interior walls provide o dramatic and pleasing textured 
backdrop for store merchandise, a functional wall design for offices. These same 
walls absorb sound, making both stores and offices quieter . . . at the same time 
saving on interior finishing costs. 


National Concrete q/ 4p, Masonry Association 


38 South Dearborn St Chicago 3, Illinois 





itu. Cobidiion-to wise corbin’ problems. 


Johns-Manville Permacoustic tile provides a ceiling 
that lends textured beauty and restful quiet to the 
pleasant atmosphere of this automobile showroom. 


Johns-Manville 
Pe we decorative acoustical tile 
' 


INFORMATIONAL DATA ON PERMACOUSTIC 





J-M Permacoustic® is an acoustical ceiling tile that 
combines maximum acoustical efficiency with unusual 


Sizes 12” x 12” 
architectural beauty and non-combustibility. = 


Thickness 34°°* Color: white 





Permacoustic is available with either a textured or Tide tents. ane 
fissured surface. These random-textured finishes 
increase its high sound-absorbing qualities, 


and provide design and decorative interest. 





mechanically 
cemented to d on ial 


plaster board metal supports 
(mounting No. 1) (mounting No. 7) 








Made of baked mineral wool fibres, Permacoustic is 
rated incombustible. It is easy to install on existing 
ceilings or slabs, or by suspension using a spline 
system of erection. 





noise reduction 
coefficient 


a aha 13 


*Also available in %” thickness 


Send for your free copy of the new brochure about 
Permacoustic tile. Write Johns-Manville, Box 158, 
New York 16, New York. In Canada, write 565 
Lakeshore Road East, Port Credit, Ontario. 





HNS MANVILLE 


M Johns-Manville 


5s 40 YEARS OF LEADERSHIP IN THE MANUFACTURE OF ACOUSTICAL MATERIALS 
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CUPPLES 








A winner in ‘Progressive Architecture Design Program—1954,” this 
pale blue panelled building combines inspired design with sound, 
economical construction. 


High on the list of outstanding features are its Cupples aluminum 
curtain walls, composed of a series of horizontal and vertical 
tubular mullions and double weather-stripped projected windows 
which clean from the inside. Open aluminum grill work on lower 
level, also by Cupples. Entire grill and curtain wall in alumilite finish. 


A pace-setter in the curtain wall field, Cupples also is one of the 
nation’s largest manufacturers of commercial and residential 
aluminum windows, doors, and Alumi-Coustic grid systems for 
suspended ceilings. Cupples’ products always meet or exceed the 
most rigid requirements without premium costs. Our catalogs are 
filed in Sweet's. 


PRODUCTS CORPORATION 
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easy to stock... 
easy to install- 





Fiat lightweight packages. Wood 
blocks with round cutouts retain tube 
ot ends of packages, and hold ele- 
ment ond cabinet in positive position 
during all stages of handling. 


Sturdy, lightweight peckeges ore 
easy to inventory. 


One-piece back and top moke for 
easy installation . . . eliminete air 
leakage and streaking. Simply pierce 
back af stud locations and nail. 





Just 2 Convenient 





Sizes To Stock — 
Six and eight foot sections. Place back to woll and 
Perimaheat packages are nail te studs. 
clearly labeled on the ends 5 

for easy identification, and 
require ao minimum of stock- 


: Install hanger wires and slip in heat- 
ing spoce. 


ing element. Make pipe connection, 
snap-on front cover, joint covers, end 
cops. Damper or splitter (optional) 
snap-in place ot ony time. 





Snap-on front cover, joint s 
covers, corners and end caps. 





Jobbers find compact PERIMAHEAT ¥ fer for over 28 years. This combination of 
Baseboard packages easy to handle, easy to compact packaging, simplified installation 
stock. Heating contractors prefer the sim- and the manufacturer's reputation for qual- 
plified installation created by perfectly fit- ity heating products creates product demand. 
ting parts and PERIMAHEAT snap-on Mail coupon today for complete PERIM A- 


features. HEAT Baseboard details . . . or see the 
PERIMAHEAT ismanufactured by Young Young Representative listed in the yellow 
Radiator Company, specialists in heat trans- pages of your telephone directory. 






DETAILS 


Perimaheat is a Young Radiator Company trodemoark. 


YOUNG RADIATOR COMPANY | 
Dept. K-245 * Racine, Wisconsin ! 
Send me free Young Radiator Com- 
pony Perimaheat Baseboard Catalog. 


RADIATOR COMPANY 








RACINE, WISCONSIN 





! 
NAME........ i . . — 
COMPANY........ me ey HEAT TRANSFER ENGINEERS FOR INDUSTRY 
ADDRESS Heat Transfer Products for Automotive, ae seu Air Conditioning Products 
' ee ee Aviation and Industrial Applications. — end Industry. 
nga tan ss i Executive Office: Racine, Wisconsin, me et pers Wisconsin, Mattoon, IIlinois 
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UNBEATA 


IBA DE-WlHD 


BOTH 
FOR ONLY 


WITH GENUINE STAINLESS STEEL W000 $71.85 LIST 


COPPER HOOD 


With the efficient 300 CFM Trade- 
Wind Model 1501 Ventilator and the stun- 
ning copper Stationary Hood you get top 
Trade-Wind performance and quality at a 
bargain price. 

The hood is available in 30”, 36”, 39”, 
42” or 48” lengths — at the same price. 

The Trade-Wind Filter Kit and Under- 
Hood Light can be added at slight extra 
cost. 

Demand this unbeatable Trade-Wind 
value or any of the 15 other outstanding 
Trade-Wind combinations. 


TLpadViiud Molerfans, Dru 


7755 Paramount Bivd., Dept. PA, Rivera, Calif. 


October 1955 





He'll tell you how easy it is to screen and clean 
Fenestra* Intermediate Steel Windows safely—and 
economically—from the inside, withuut ladders or 
scaffolds. He knows, too, that your school will save 
on maintenance. Every window member is steel— 
for strength. Sturdy hardware stays firmly attached. 
And if you specify Super Hot-Dip Galvanizing, 
you'll save additional thousands of dollars in paint- 
ing costs every few years. 

Create Ideal ‘“‘Learning Atmosphere” 

These beautiful steel windows let in more daylight 
because the steel window 

members are rugged, yet 


N 


They give you better ventilation, too. Tilt-in 

vents bring in plenty of fresh air, without drafts 
. Shed rain to the outside. Other vents project 

out to form weather-protective canopies over 
their openings. 

For further information, call your Fenestra Rep- 
resentative. He's listed in the yellow pages of your 
phone book. Ask for your authoritative booklet, 
called Better Classroom Daylighting. Or write 
Detroit Steel Products Company, Dept. PA-10, 3409 
Griffin Street Detroit 11, Michigan. = 


INTERMEDIATE 


slender. So you get more glass C72€E. V7 | 
area and clear vision view per S STEEL WINDOWS 


window opening. Architectural, Residential and Industrial Windows e« Metal Building Panels 


Electrifloor* 


e Roof Deck e¢ Hollow Metal Swing and Slide Doors 


INDIANA. Orchard Park Elementary School, ILLINOIS. tincoln Way High School, New MASSACHUSETTS. toSelie Junior College, 
Highland, Indiana. Architect: Bachman & Bert- Lenox, Illinois, Architect: Childs & Smith, Chica- Newton, Mass. Architect: J. Williams Beal Sons, 
ram, Hammond, Indiana. Contractor: John F. go, Illinois. Contractor: Robert G, Regan Co., Boston, Mass. Contractor: Park Construction Co., 


Rahn, Inc., East Chicago, Indiana. Joliet, Hlinois. 
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S a new concept in modern chalk- 
behind the Better Visibility, 


Since the introduction of the Benjamin Porcenell Surface, it has become evident that here 
boards. Te ers, principals, custodians, purchasing agents and architects alike want to know the full story 
Greater Damage Resistance and many other advancements in better seeing and instruction made possible by Porcenel 


is cublished to answer that demand. 


|. This new brochure 








ORCENMELL 
CHALKBOARDS! 


cnc PEE BROCHUPE brings you the FACTS cluding laboratory test data) 


every architect and educator should know aboue this 
newest advancement for Better bisua Laucation. 


ane 








aes 


Send now for your free copy of this revealing 
8-page brochure—all about the lifetime chalk- 
board, Porcenell. Go behind the scenes to see 
how Porcenell was developed, after 15 years and 
¥%, million dollars of research.* Watch the exact- 
ing manufacturing methods and latest proc- 
esses that give Porcenell chalkboards a new 
high in visibility. Read and see why this re- 
markable surface has many times the damage 
resistance of ordinary boards. Study the many 
ways in which Porcenell makes possible better, 
more modern learning. See how Porcenell licks 





the high cost of installation. It’s all here—in 
eight fact-packed pages that will make fascinat- Benjamin Electric Mtg. Co., Dept. PA 


ing reading to everyone who is interested in the Des Plaines, Illinois 
Please send me a copy of your new br 


Visual Welfare of Young America! for the Visual Welfare of Young An 
S NO COSI Or ODI gatior 
*Porcenell is a patented, vitreous process developed by Vitreco, Inc., 
a research organization jointly owned by Youngstown Sheet and NAME 
Tube Co. and Poor and Co. 
ADDRESS 


CITY 
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Distributed by: Beckley-Cardy Co., 1900 N. Narragansett, Chicago 39, Ill. and Educational 


Equipment, inc., 2623 Woodhill Road, Cleveland 4, Ohio. 





CERTAIN-TEED GYPSTEEL® PLANK ROOF DECK 


CUTS CONSTRUCTION COSTS, MAINTENANCE COSTS, 
AND OFTEN INSURANCE COSTS AS WELL 


CERTAIN-TEED GYPSTEEL PLANK 
is a pre-cast gypsum slab (2” x 15” x 
10/0”) 


mesh and poured in a galvanized 


reinforced with steel wire 
steel frame electrically welded at the 
corners for maximum rigidity. It 
combines great strength, light weight, 
and high fire resistance. It offers 
important advantages—in faster, 
easier construction and _ reduced 
costs—over any other type roof deck- 


ing you can use today. 


CUTS CONSTRUCTION COSTS 
Gypsteel Plank comes all ready to 
apply —no special equipment 
required. Planks are tongued and 
grooved—assembled quickly and 
cleanly—may be sawed, drilled or 
nailed like lumber. Their light weight 
reduces the dead load—permits 
an important saving in substruc- 


tural steel. 


CUTS MAINTENANCE COSTS 
Gypsteel Plank needs no painting to 


prevent deterioration. Undersurface 





Certain-teed 


U.S. PAT. OFF 


Quality made Certain . . . Satisfaction Guaranteed 


requires no decoration. It provides 
good light reflection, and there are no 
ribs or flanges to collect dust and dirt. 
Gypsteel Plank is as permanent as 
the building it covers. It is not 
affected by normal changes in tem- 
perature or atmospheric conditions, 
and because gypsum is inert, expan- 
sion and contraction are never a 
problem, and the danger of a cracked 


roof covering is minimized. 


OFTEN CUTS INSURANCE COSTS 


Gypsum is rock—it can’t burn or 


support combustion. Gypsteel Plank 


is rated as incombustible by insurance 
companies and under building codes 
—and therefore gives the lowest 


insurance rate possible. This is a 


benefit your clients enjoy for the life of 


the building! 
See your Sweet’s Catalog for detailed 


information and nearest district 
office. Your local Certain-teed Sales 
Engineer will be glad to be of assist- 


ance to you at any time. 


Gypsteei Plank can be sawed, nailed or drilied 
like lumber. A wide-set hacksaw will cut the 
metal edge. However, a power saw with a 
carborundum wheel is best. Actually, mini- 
mum cutting is required with Gypsteel Plank. 
Where a large number of openings in the 
deck are specified, plank is simply laid 
around openings, saving expensive labor. 








Only Certain-teed Gypsteel Plank has this 
type of tongue and groove. When engaged, 
the steel bindings mesh to form an |I-beam 
that permits joints to be safely broken 
between supports. (Arrows show forces.) 


Note the unique way the steel binding is 
weided at the corners to form a one-piece 
frame. This gives more rigidity and 
greater strength. 


TECHNICAL DATA 


Gypstee! Plank can be used economically on 
almost any roof design—fiat, sloping, saw- 
tooth, and some curved or warped roofs 
(long radius). It's recommended for spans 
up to and including 7 ft. Weight: approx. 
12 Ib. per sq. ft. Safe load: 75 Ib. per sa. ft., 
with safety factor of 4. Meets Federal Speci 
fication SS-S-439. Planks can be used over 
either steel or wood purlins. End joints need 
not come over purlin supports. Thermal 
insulation is very good. *‘U"’ Factors (air to 
air) including roof covering: no insulation, 
.528; %” Certain-teed Fibergias Insulation, 
.26; 1” Certain-teed Fibergias Insulation, .17 
Insulation value is equal to 9 to 10 in. of 
concrete or an 8 in. brick wall. Roof coverings 
may be nailed right onto Gypstee! Plank 
when necessary. 


CERTAIN-TEED PRODUCTS CORPORATION 


ARDMORE, PENNSYLVANIA 

EXPORT DEPARTMENT: 100 EAST 42ND ST.. NEW YORK 17, NLY. 

ASPHALT ROOFING e SHINGLES ¢ SIDING ¢ ASBESTOS CEMENT ROOFING AND SIDING SHINGLES 
GYPSUM PLASTER © LATH © WALLBOARD © SHEATHING « ROOF DECKS 

FIBERGLAS BUILDING INSULATION © ROOF INSULATION © SIDING CUSHION 

PAINT PRODUCTS—ALKYD @ LATEX ¢ CASEIN © TEXTURE © PRIMER-SEALER 


District Sales Offices in—ATLANTA, GA. « CHICAGO, ILL. e CLEVELAND, OHIO ¢ DALLAS, TEXAS « DES MOINES, IOWA « DETROIT, MICH. « EAST ST. LOUIS, ILL. ¢ JACKSON, MISS. 
KANSAS CITY, MO. « MINNEAPOLIS, MINN. « NIAGARA FALLS, N.Y. © PHILADELPHIA, PA. « RICHMOND, CALIF. « SALT LAKE CITY, UTAH » TACOMA, WASH. 


68 Progressive Architecture 





tee. 


One of the Midwest's outstanding buildings is the new 
Hallmark Cards building in Kansas City, Missouri, 
home of the famous manufacturer of greeting cards 
for those “who care enough to send the very best”. 


Inside this enormous structure, 50,000 feet of hot and 
cold lines are insulated with G-B Snap*On pipe insu- 
lation—the new one-piece molded pipe insulation of 


fine glass fibers. Thermally, it is superior to any com- 


parable product. It is also far lighter in weight, far 
easier to handle, far more economical to apply. One- 
piece sections are available plain or with muslin for 


Hallmark Cards cared enough to put on the very best... 


gb) © Nioxg 


heated piping, or with vapor barrier jackets adhered 
for chilled lines. As the photo indicates, they go on 
the pipe as quickly as you can say “Snap*On”—and 
they will do their job indefinitely because they are as 
permanent as glass itself. 


Modern plants of every type throughout the country 
are selecting Snap*On for chilled lines or heated 
piping where temperatures do not exceed 350° F. 
You, too, can put on “the very best” and save money 
in the bargain! Write this very day for samples and 
complete technical literature. 


GUSTIN NCOMN ongeny Zar 


Thermal and acoustical glass fiber insulations © Pipe couplings and fittings © Molded gloss fiber pipe insulation 


204 W. 10th STREET, KANSAS CITY, MO. 
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NOW, YOU CAN SPECIFY A 
LOWER-COST VINYL WALL BASE 





NEW 2%" KENCOVE Viny! Wall Base costs less to install. 


Looks smarter, too—especially in modern, low-ceiling rooms. 


NEW 2%” KENCOVE has all the advantage of 4” and 6” Ken- 
cove Base. It’s greaseproof—alkali-proof—with a smooth, easy-to-maintain 
surface that never needs painting. And it molds easily around corners — will 
not break, chip, crack or bloom. 


Tapered top and coved base assure perfect, dust-tight seal. Corrugated back 
grips tight over any smooth, dry clean wall not in contact with the earth 
Choice of five smart colors:—black, brown, green, gray and sumac red. 


America’s largest Manufacturer of KENTILE INC 
« - 


Resilient Floor Tiles 


KENTILE, INC., 56 SECOND AVENUE, BROOKLYN 15. NEW YORK . 350 FIFTH AVENUE, NEW YORK |, NEW YORK . 70S ARCHITECTS BUILDING 
17TH ANDO GANGOM STREETS, PHILADELPHIA 3, PENNSYLVANIA * 1211 NBC BUILDING, CLEVELAND 14, OHIO * 900 PEACHTREE STREET N.E.. ATLANTA 5, GEORGIA 


1016 CENTRAL STREET, KANSAS CITY 5. MISSOURI! * 4532 SO. KOLIN AVENUE, CHICAGO 32. ILLINOIS * 4501 SANTA FE AVENUE, LOS ANGELES 58, CALIFORNIA 
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The Heart 
of the Lighting Industry 





Write for 


FLUORESCENT LAMP 
BALLAST BUYERS’ GUIDE 


giving complete technical VV YU U Vv Vv VU i V 


data on over 180 preci- 
sion-built quality ballasts, TRANS MER t 


2950 N. WESTERN AVE CHICAGO 18 
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How COPPER drainage systems pay 
their own Way—make money for you! 


Pre-assembly at the shop is quicker, 


more efficient — costs 


less. Because 


AnacondA Tubes and Fittings are about 
“% the weight of their equivalents in 
ferrous materials, you can prefabricate 


whole assemblies like this. 


HE REAL COST OF USING COPPER for sanitary drainage 
TP gaiiiniiiietes savings in construction, faster com- 
pletions, and easier sales—can be much lower than you think. 

The savings are there because of the unique advantages 
of ANaconDA Copper Tubes: 


Pre-assembly at the shop. Lightweight and ease-of-handling 
copper tubes and fittings permit more pre-assembly at the 
shop—more efficient, faster work. This also minimizes time 
plumbers must be in the house—helps you schedule other 
work more efficiently—can mean faster completions. 


Simplifies construction. No need to juggle design or build 
space-consuming plumbing walls because a 3” copper tube 
stack with fittings can be installed within a standard 4” 
partition. You can put the plumbing where you want it for 
most efficient construction. 


Long lengths and light weight lower construction costs. On 
long runs, the standard 20’ lengths of ANaconpA Copper 
Tubes mean fewer joints, faster installation. A 20’ length of 
3” Type DWV copper tube weighs only 34 Ib. 

The bonus to you is that, with all these cost-saving advan- 
tages, you still offer a superior job, with extra sales appeal. 
To the prospective homeowner, an ANACoNDA Copper Tube 
drainage system means quality, long life, high resale value. 

For detailed information, write for a free copy of “Copper 
Tube Drainage Systems.” Address: The American Brass 
Company, Waterbury 20, Conn. In Canada: Anaconda 
American Brass Ltd., New Toronto, Ontario. 5512 
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ANAconpDA Copper Tubes are available in all standard 
wall thicknesses—Types K, L, M and the new lighter 
weight Type DWV, which offers additional savings 
in job costs. Types M and DWV are recommended 
for all lines of the sanitary drainage system above 
ground, and Types K and L for that part of the 
system buried underground. 

’ Within the past few years, many state and local 
sanitary plumbing codes have been modernized to 
include approval of the use of copper tube and solder- 
type fittings. Others are in process of revision. The 
recently issued American Standard National Plumb- 
ing Code (ASA A40.8—1955), published by The 
American Society of Mechanical Engineers, lists cop- 
per tube as approved material for sanitary drainage 


systems. 


ANACOND 


COPPER TUBES 


Available through plumbing wholesalers 





KN A Do MODULAR GRID SYSTEM 
JNIT WALL PANELS 


-++ gO up in one section FAST 


Completely 
shop-fabricated 
—ready to install 


One 
Manufacturer 
... one 
responsibility 








Investigate today the Knapp Modular Grid System 
engineered and designed for fast, simple erection. Com- 
pletely flexible, they consist of factory-assembled units 
in one, or two story sections that go up quickly at 
substantial savings over conventional wall construction. 


Knapp Modular Grid System includes ventilators, fixed 
glass areas and insulated panels plus all other acces- 
sories that make a finished wall system . . . both inside 


and out. Available in steel or extruded aluminum. 


Unit Wall Panels are firmly secured to the structural 
framing with a minimum of time and effort. 


Let Knapp engineers suggest how our Modular Grid 
System will fit into your building plans. 


MFG 
nnati 16, Ohio 


KNAPP BROS 


16 E. 72nd St., Cinci 


COMPANY 


NURSES 
State Hospital, Jamestown, North Dokota 
ARCHITECT: Kurke Associates, Fargo, North Dakote 
CONTRACTOR: John W. Lorson, Bismarck, North Dakota 


e FLEXIBILITY OF DESIGN 


tors, fixed glass and insulated 


Ventila 


ponels can be varied to meet 


individual job requirements. 


* ATTRACTIVE APPEARANCE — The 


neat, trim, streamlined ap- 
peorance adds to the beauty 


of today’s modern buildings 


© LIGHTWEIGHT 
pored with masonry 
tion, effecting substantial sov- 
ng and 


Lightweight com- 


construc- 


ings in structural fram 
footings 


COMPLETE FACADE 
CONSTRUCTION— Sys. 
tem includes framing 
to fit all door openings 
specified by architect 
a complete wall 
system from one manu- 
facturer with one re- 
sponsibility. 


Knapp Bros. Mfg. Co., Dept. PA-1055 

16 E. 72nd St. 

Cincinnati 16, Ohio 

Please send me complete information on Knapp Modvlar 
Grid System 


Name 
Company 
Address 


City 
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marble 


an effective and economical radiation shield 


, ‘ ie : ‘ ’ 
Marble is the only effective " 


shielding material which is also \ \ 
a finished wall surface. x. " 












It is the only such effective 
shielding material available at 
all times in unlimited quantities. 


A definitive report on the use and 
economy of Marble as a radiation 
shield has been prepared in 
_ ¢0-operation with the Atomic 
Energy Commission. A copy will 
be sent you free if you write: 
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... because someone did NOT specify 


CAST IRON SOIL PIPE 


You know how strict the laws governing sanitary facili- 
ties in public places are. If they break down — the 
building’s closed until they're repaired. 

When it comes to the plumbing drainage system — 
you can avoid such shutdowns, right in the soft-pencil 
stage. Simply specify Cast tren Soil Pipe for waste and 
vent stacks and sewage lines. 

Here’s why: With cast iron, the whole plumbing 
drainage sytem has the same life expectancy as the 


PERMANENT 
CAST IRON SOIL PIPE 


structure — Government depreciation tables give cast 
iron top rating (i-e. good for the life of the building). 
For cast iron makes a really rugged line — it’s physically 
strong, and most important, its joints are as good as the 
pipe itself. They're packed tight with oakum and sealed 
for life with molten lead. 

So make sure lifetime protection is built into your 
buildings. Write in the specification that keeps out 
failure — Cast Iron Soil Pipe. 


CAST IRON SOL PIPE INSTITUTE 
Dept. PA-10, 1627 K Street, N. W., Washington 6, D. C. 





has all these advantages: 


* Rugged metallic strength 

* Zero moisture absorption 

* Permanent tightness of joints, 
with flexibility 
The only pipe accepted in all codes 
for use from street to roof 








THE MARK OF 
QUALITY AND 
PERMANENCE 


Send me copies of your new 12-page 
booklet “Best in the Long Run” that shows, with 
actual photographs and authenticated captions, what 
can happen to lines that aren't Cast tron. 
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For modern exteriors, choose modern 


materials=—Masonite Corporation offers four! 


Now it’s easier to get the eye-pleasing, modern effects 
you want. Choose one or more of these sturdy, grain- 
less Presdwood® panel products. 

They have all the rugged strength, weather-resistance 
and durability you demand, plus welcome economies in 
both application and painting. 

Masonite Shadowvent (A) is the improved lap siding 
with the revolutionary vented aluminum shadow strip 
that permits invisible nailing. Panels are primed; one 
additional coat covers. 

Tempered Presdwood (B) panels with batten strips 
cover big areas fast, fit many architectural styles. 


Look for this man 


Masonite Ridgewood (C) presents a distinctive combed 
surface texture. Sizes for lap siding, panel siding or 
shingles. 

Masonite Panelgroove (D) is a brand new Tempered 
Presdwood product, xs" thick, with grooves every 4”. 
Continuous vertical design is completed with shiplapped 
edges. For gables, end walls, sill courses, and accent 
areas. 

For complete specifications on these and other fa- 
mous Presdwood products, write now to Masonite® 
Corporation, Dept. PA-10, Box 777, Chicago 90, Ill. In 
Canada, address Masonite Corporation, Gatineau, Que. 


He makes the difference 


MASONITE CORPORATION 


MANUFACTURER OF PRESDWOOD PANEL PRODUCTS 
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AE 


TYPE REMOVABLE-HEADER 
WATER COILS 


e Complete Drainability 
¢ Easily Cleaned 
e High Heat Transfer 


Completely drainable and easily cleaned, Acrofin Type “R” coils are specially 
designed for installations where frequent mechanical cleaning of the inside of the 


tubes is required. 

The use of 5%” O. D. tubes permits the coil to drain completely through the 
water and drain connections and, in installations where sediment is a problem, 
the coil can be pitched in either direction. ‘The simple removal of a single gasketed 
plate at each end of the coil exposes every tube, and makes thorough cleaning 
possible from either end. 

The finned tubes are staggered in the direction of air flow, resulting in max- 
imum heat transfer. Casings are standardized for easy installation. 


Write for Bulletin No. R-S50. 


AEROFIN CoRPORATION 


101 Greenway Ave., Syracuse 1,N. Y. 





Aerofin is sold only by manufacturers of fan system apparatus. List on request. 
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Modern note in 


simpitied OPEN EXPANSE desion 


—key to neater, more sanitary rest rooms 


With a minimum of simple mainte- 
nance, the room above will look just 
as neat and clean twenty or more 
years from now as you see it here. 
Its modern appearance is virtually 
ageless! For the durable, easy-to- 
keep-clean wall-type plumbing fix- 
tures by American-Standard will 
retain their smooth, spotless good- 
looks many extra years. And the 
expansive fixture-free floor permits 
quick, easy cleaning of the room— 
from wall to wall. 

But improved sanitation, lower 
maintenance, and an always up-to- 
date look are not the only advan- 


tages of using American-Standard 
wall-type plumbing fixtures. Espe- 
cially when you specify that they be 
installed and supported on the Zurn 
System. This combination of su- 
perbly designed fixtures and rigid 
supporting fittings, which are engi- 
neered to relieve the wall of all the 
stress, also makes for easy, time- 
saving installation. 

If you would like to know more 
about American-Standard wall-type 
plumbing fixtures and the Zurn Sys- 
tem, we will be pleased to send you 
two booklets which contain interest- 
ing information on these essential 


Plumbing and Heating Division 
American Radiator & Standard Sanitary Corporation, Pittsburgh, Pa. 


J. A. Zurn Mfg. Co. (Plumbing Division), Erie, Pennsylvania 
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products. Just ask for the American- 
Standard “Better Rest Room Guide” 
and the Zurn booklet, “You Can 
Build It For Less A New Way.” 


fi; ig 


American-Stanrdard 


off-the-floor fixtures 
installed with and supported by the 


q@ system® 


give you these important benefits— 
/ insured sanitation 
/ simplified maintenance 
modern appearance 
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@ Our pioneering efforts in the field of curtain wall construction during 
the past ten years have given General Bronze a wealth of practical experi- 
ence in dealing with all types of buildings and with all types of materials, 
— experience that can help eliminate headaches for architects and con- 
tractors, and save time and money for clients. 


ee Gites Cheney 00.8. Whether you are thinking of curtain walls in terms of stainless steel grids, 
Architect: Vincent G. Kling colored porcelain enamel insulated panels, and aluminum windows, — such 
Contractor: Turner Construction Co as those used in three of the RCA Cherry Hill buildings (one of which is 
shown above),—or panels and windows fabricated from aluminum or 
bronze, we offer you the benefit of our many years’ experience in designing, 
engineering, fabricating and erection of curtain walls and windows. 





)UALITY (p) 
APU ED REZ As you plan new buildings, why not call in the General Bronze representa- 


TYPE . . "J ‘ . 
tive for consultation. He is anxious to be of service to you when your prob- 


AW BA Geet) Ipectcstes Materem Contre 
- . . . . 
lems pertain to windows, spandrels, curtain walls and architectural metal 


work. Our catalogs are filed in Sweet's. 





GENERAL BRONZE CORPORATION ¢ GARDEN CITY, N. Y. 


PERMATITE DIVISION—Custom-built Windows, Architectural Metal Work and Revolving Doors. ALWINTITE DIVISION— Stock-size Aluminum Windows 
BRACH MFG. CO. DIVISION—Multel, T. V., Radio ond Electronic Equipment. STEEL WELDMENTS, INC. DIVISION—Custom fobrication in steel and iron. 





Lb COAST CHERRY 


Exciting. * 


Exe eptional... 


Exclusively 
|) MENGEL! 


\JUT not expensive — no, sir! Which is precisely why 
builders are actually excited about Mengel Doors in 
rotary-cut Gold Coast Cherry. 


This newest addition to our extensive line has swept to BY 
exceptional popularity in but a few short months. Because MENGEL 
with all its beauty, all its glamour — it is actually priced 

lower than many domestic hardwoods! 


What's more, Mengel Doors of Gold Coast Cherry save you 
extra money in finishing. One finish coat on their satiny, 


a 
close-textured surfaces is better than two coats on many € 
other woods. 
That’s Mengel for you — better looks, better value! See 
for yourself: order an inspection lot from your distributor. 
Door Department, THE MENGEL CO., Louisville 1, Ky. 
World’s Largest Manufacturer of Hardwood Products j V/A 7 
(Mengel Permanized Furniture, Doors, Kitchen Cabinets, Wall Closets) f 
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V/A NEWS 





Photos: Eduardo von Breymann 


LIMA, PERU, Aug. 30—Presently nearing com- 
pletion here is the new hospital developed under 
the auspices of Gen. Manuel A. Odria, Presi- 
dent of the Republic of Peru, and planned in 
co-operation with the US Public Health Service 
(Hospital Facilities Division). It will serve 
75,000 white-collar members of this country’s 
social security system. Complex requirements 
calling for a 500-bed general hospital as well as 
350-bed maternity hospital, each with outpa- 
tient departments, have been smoothly and 
handsomely resolved by Architects Edward D. 
Stone (New York) and A. L. Aydelott (Mem- 
phis, Tenn.), associated on this project. Local 
Supervising Architect is Richard Malachowski. 
Maternity, medical, and surgical facilities have 


SURV ED 
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PERU HOSPITAL SETS NEW STANDARDS 


been combined in the tall structure (above)— 
chapel in foreground is yet unglazed. Nurses 
quarters occupy separate wing visible in back- 
ground, right. 
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Rich’s Knoxvillle Store Opens 
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P/A Design Awards Jury Meets 


PROGRESSIVE ARCHITECTURE’s third annu- 
al Design Awards Program reached the 
stage of Jury consideration on September 
16. Jury Members (left to right) Paul 
Weidlinger, New York and 
Washington; Robert Alexander, Los An- 
New York; Dean 
Alfred L. 
long 


Engineer, 


William Lescaze, 
Belluschi, M.I.T., 
Memphis, Tenn., 


geles; 
Pietro 
Aydelott, 


and 
spent 
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hours going over the more than 600 en- 
tries. Award and Citation winners have 
been notified; formal announcement and 
publication of the top designs will be in 
January 1956 P/A. The Jury commented: 
“It was a tough judgment. Quality of 
work submitted was very high. Archi- 
tects should be proud of the measure of 
design ability demonstrated by the work.” 





KNOXVILLE, TENN., Sept. 2—This week a 
small capsule containing radioactive-con- 
trolled energy severed the ribbon and 
officially opened an $8-millions branch 
department store for Rich’s Atlanta here. 
This fine piece of architecture, set into 
attractively landscaped gardens, will lend 
great impetus to the revitalization of the 
downtown district of this city. Stevens & 
Wilkinson, Atlanta, architects for 
the colorful building, of which end walls 
are of bright-red enameled brick. Blue- 
green glass walls expose handsome stairs 


were 


and spacious interiors designed by Ray- 
Parking facili- 
new four-story 


mond Loewy Associates. 
ties provided in a 
garage directly across the street, linked 


to the store by underground 


are 


passage. 








e 
~ 
~ 

& 

= 
s 

> 
— 


Photos: 


P/A News Survey 


Johnson Designs Builder House 


NEW CANAAN, CONN., Sept. 19—Architect 
Philip Johnson is well known for his 
many distinguished private residences, 
including the widely published house with 
all four walls of glass that he designed 
for himself. Now, for the first time, he 
has built a speculative house (shown 
here) for the Wiley Development Corpo- 
ration of New Canaan. Emphasis is on 
large glass areas that face away frem 
the street. To obtain living privacy—as 


RICHMOND, VA., Sept. 7—Ground was 
broken here today for this new executive 
office building for the Reynolds Metals 
Company. Planned to accommodate 1000 
employes, the building is designed around 
a landscaped court. Cost, including the 
10-acre site and landscaping, will come 
to approximately $10 millions. Ebasco 
Services, Inc., will be responsible for the 
space planning, engineering design, and 


Reynolds Gets New Offices 


well as providing usable outdoor exten 
sions of the main living rooms—the arch 
itect incorporated fencing and wing-wall 
extensions in the design. Strategic plant 
ing further enhances indoor-outdoor re- 
lationships. Construction is primarily of 
wood. Windows from floor to ceiling are 
of the horizontal-sliding type. Heat is 
supplied by a warm-air system. Sales 
price of the house is $45,000. 


construction management of the project 
Skidmore, Owings & Merrill, Architects 
Most notabl element 
al aluminum ilowv 
n the east and west walls of the build 
ing These will and nut automat 
cally as the sun mo n its orbit. Fur 
ther light control will « ve from a 6-ft 
horizontal alun m sunshac above the 


vVindows, at eac! 
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News Bulletins 


® World Symposium on Applied Solar Energy is scheduled 
for November |-5 in Phoenix, Arizona. !n addition to dis- 
cussions on residential uses of solar energy, conference will 
also include an exhibit of the latest in machines and equip- 
ment... . "Man, the Atom, and the Future,” an exposition 
of the peacetime uses of atomic energy, will be held at 
Carnegie Endowment International Center, New York, 
October 20-November 3. . . . 42nd Annual Convention 
of the National Warm Air Heating and Air Conditioning 
Association will take place in New York City, November 30 
and December |. . . . Air Conditioning and Refrigeration 
Exposition will be held in Atlantic City, November 28- 
December |. 


® Society of Industrial Designers will now be known as 
American Society of Industrial Designers, announced 
Society's President, Peter Muller-Munk, at the Annual 
Meeting in Washington, October 6-8. 


Beverly Hilton Dallas Statler 


@ Various units in the huge new building program of the 
combined Hilton-Statler hotel chain are being completed. 
Recently opened with Hollywood fanfare was the Beverly 
Hilton in Los Angeles, designed by Welton Becket & Asso- 
ciates. Nearing completion in Dallas, Texas, is the new 
Statler, for which William B. Tabler is Architect. 


© New officers of American Society of Landscape Archi- 
tects, elected for two-year term, are: President, Leon Zach; 
Vice-President, Arthur G. Barton; Secretary, Hubert B. 
Owens; and Treasurer, Norman T. Newton. 


@ AIA Committee on Advancement of the Profession met 
recently to elect Thomas H. Locraft as Permanent Chairman 
and Howard Eichenbaum, Vice-Chairman. Twelve-man 
group, representing each AIA region, wil! study and ana- 
lyze: preparation for practice; architectural practice; 
organization of profession; and impact of profession on 
society and economy. 


© First prize in competition to choose an architect for Civic 
Auditorium, Vancouver, B. C., was awarded to five-man 
team: D. Fred Lebensold, Guy Desbarats, Raymond T. Af- 
fleck, Jean Michaud, and Hazen Sise, from Montreal and 


Quebec. 


@ Volume of construction put in place during August set 
a new record for that month and contributed to peak 
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record for first eight-months period. Construction outlays 
for August totaled $4 billions; expenditures since January 
soared to $27.1 billions, 13°/, above 1954 levels. Slight dip 
in private residential construction, off about 2°/, from July, 
was more than offset by unusually sharp increase in com- 
mercial building activity. 


® Carl Milles, 80, died at his home in 
Sweden, September 19. Sculptor of many 
celebrated fountain commissions, including 
one to be soon installed in New York's 
Metropolitan Museum of Art, Milles served 
on the faculty of Cranbrook Academy. 


Photo: The American Swedish News Exchange, Inc. 


©@ American Academy in Rome is offering several fellow- 
ships for independent work in architecture, landscape archi- 
tecture, and classical studies for year beginning October |, 
1956. Applications and submissions of work, in prescribed 
form, must be received before December 30, 1955, by 
Executive Secretary, American Academy in Rome, |0I 
Park Ave., New York 17... . Beaux-Arts competition pro- 
gram for 1955-56 school year has recently been announced. 
For complete information write: Beaux-Arts Institute of De- 
sign, 115 E. 40th St., New York 16... . International com- 
petition for design of Sanctuary of the Madonna delle 
Lacrime (Syracuse, Italy) and adjoining buildings is open 
to all registered architects. Closing date for competition, 
awarding first prize of approximately $12,600, is April 30, 
1956. For details, address: Committee of Sanctuary of 
the Madonna delle Lacrime, Viale Cadorna |, Syracuse, 
Italy. 


@ Seven-man permanent design team has been appointed 
to produce site plan for Miami's $100-millions Inter- 
American Cultural and Trade Center. Group, composed 
entirely of Architects, includes: Chairman, Robert Fitch 
Smith, Maurice H. Connell, Russell T. Pancoast, Alfred 
Browning Parker, John Edwin Petersen, Edwin T. Reeder, 
and Robert Law Weed. 


@ James Herbert Gailey, partner in the firm of Bush-Brown, 
Gailey & Heffernan, has retired from the staff of Georgia 
Tech's School of Architecture after serving as a faculty 
member for 43 years. 


@ Fiberglas Fabrics Shop 
employs interesting tech- 
niques for display and sale 
of glass-fiber fabrics. Ad- 
justable bars, hanging from 
ceiling, are for draping of 
materials; fabric-covered 
sliding frames show effect 
of front or rear lighting. 
Shop, located in street 
floor of Fiberglas Building, 
New York, was designed by 
Maria Bergson Associates. 
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Caracas 
Builds and Builds 


CARACAS, VENEZUELA, Sept. 15—Symbols 
of the most rapidly expanding South 
American city are these multistory apart- 
ment houses which are helping to allevi- 
ate an acute housing shortage. Cerro 
Piloto slum clearance project (right), re- 
cently dedicated by Col. Marcos Pérez 
‘ Jiménez, President of Venezuela (below), 
is only one of 
many similar 
new housing de- 
velopments. 

















r Apartments in y 
these buildings : 
range from $9 2 
to $25 monthly. z 
Keeping pace : 
with residential 
growth are hos- $ 
pitals, roads, etc. - 

x 

3 

~y 
RICHMOND, VA., Sept. 15—Thalhimers 
department store, consisting of old and 
new buildings of various heights, has 
just been sheathed with aluminum so 
that it now appears to be a single struc 
ture of uniform height. 

Aluminum’s light weight made it pos 
sible for the designers to use a girt sup 
porting system for the panels. The facade 
is made up of three-ft wide vertical, 
fluted, anodized-aluminum panels set at 

’ a 30-degree angle to each other in a saw 
tooth pattern. Each fluted spandrel area 
is framed in a box-type grid, approxi 
mately 16 ft x 24 ft, made up of ex 

> 


truded sections with a natural aluminum 
finish. 

Architects for this first aluminum-clad 
department store were Copeland, Novak 
& Associates; engineers and builders, 
The Austin Company. Reynolds Metals 
Company developed and supplied the spe 





cial alloys used for the facade. 








Dementi Studio 
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Financial News 


by William Hurd Hillyer 


Demand for good design through the medium 

of architectural services increases with so- 

phisticated prosperity and with the growing 

complexity of modern living. Furthermore, 

design itself is profoundly influenced by a 

wheel-borne majority, as current news indi- 
cates. Jackson, Mississippi, for example, now claims to pos- 
sess the world's only round bank. The recently completed 
Meadowbrook branch office of the Jackson-Hinds banking 
institution looks like 2 huge glass-sided drum. This unusual 
shape was chosen as providing best accommodation for the 
increasing proportion of drive-up and drive-in customers. 
Their cars can circle the building in a tight curve and thus 
eliminate parking areas. 


With banks, as well as many commercial structures, reaching 
out into new suburban communities where car-riding cus- 
tomers are already cramped for space, the architect's in- 
genuity will doubtless breed many novel creations. In fact, 
the vast expansion of purchase-travel ability fostered by 
consumer credit, to say nothing of improved technology, is 
producing totally new design requirements. 


Possibilities of home remodeling have been overlooked by 
the construction industry, declares Director Cyrus B. Sweet 
of FHA Home Improvement Division. He says that 700 out 
of 1000 new homeowners do some sort of work on their 
houses during the first year's occupancy. Exploring this area, 
construction men met in Washington recently to work out 
a "package" home remodeling plan, under which one prime 
contractor would be responsible for the entire remodeling job. 
He would hire all subcontractors and arrange the financing. 
Attending contractors hailed package remodeling as a 
prayer-answer for thousands of homeowners who want to 
modernize their dwellings but must “shift for themselves.” 
Under such a plan, the integrating services of an architect 
seem to be peculiarly necessary. 


The excess of newly started homes over newly formed fami- 
lies is much less than earlier official reports indicated. Com- 
parison between the two totals, using Census figures just 
released, is made by First National City Bank of New York: 
1.3 million homes for 844,000 new households during year 
ended April '55. This still leaves a 456-million-home excess 
—which, however, is narrowed by half when demolished, 
condemned, or otherwise eliminated units are taken into ac- 
count. Informed observers interpret the effects of tighter 
mortgage money as squeezing out only marginal buyers 
and builders. Housing officials further note that the current 
small decrease in “nonfarm” home starts "probably reflects 
some voluntary adjustment of mortgage credit’ due to a 
shrinking money supply. 


Monetary flow in general often portends changes that may 
affect planning and building. Significant, but not publicized, 
is New York City's bank check lag, as compared with the 
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rest of the country. For years, the metropolis has had a 
larger checking volume than all the other Dun & Bradstreet 
reporting cities put together. Of late, the relative positions 
have been reversed. New York's total was $8.7 billions for 
the week ended August 3!, while the outside cities were 
rolling up $9.3 billions. They gained 8.9°/, over last year's 
comparable week while New York went down 3.4°/,. This 
phenomenon, now standard behavior, reflects the increased 
decentralizing tempo that has marked recent months. Archi- 
tectural practice and design, in turn, will be influenced. 


A pronounced trend toward home ownership is noted and 
evaluated by the Federal Reserve System in its current study 
of consumers’ housing arrangements. The most striking up- 
curve in home-owning families is among those headed by 
persons 35 to 44 years old, many of whom were formerly 
unable to build or purchase, because of depression or war. 
This age group, though enjoying the greatest income rise 
during the subject period, at present trails behind those 
aged 45 and over, in percentage of home ownership, in 
number of rooms per person, and in proportion of mort- 
gage paid off. Such a state of affairs augurs busy drafting 
boards, thumbtacked with plans of roomier houses for pros- 
perous families. However, as Federal Reserve also reveals, 
the proportion of owner-occupied houses that are mortgaged 
has gone up from 45°, to 54°, and the median size of 
mortgage has grown from $3000 to $4700. Furthermore, 
“mortgages have increased in size more rapidly than have 
values,” due chiefly to smaller down payments and slower 
real estate increment. 


Federal Reserve Bank of Chicago reflects widespread opti- 
mism as the nation's business continues to gather strength. 
Upward pressure from both consumer and business is noted 
behind the momentum, reinforced with augmented produc- 
tion. Cited are automobiles, chemicals, paper products, 
metals ferrous and nonferrous, trucks, coal, apparel, elec- 
trical apparatus, furniture and fixtures, industrial and farm 
machinery as being produced in constantly mounting quan- 
tities since mid-'54 and as still climbing for fresh highs. Indi- 
cating even greater future production and expansion into 
new fields is the amount of research being done in estab- 
lished industries. A number of large producers are actually 
building new plants for research purposes; Pittsburgh Plate 
Glass Company, for example, recently announced plans for 
a multimillion dollar research center (acrosspage). 


Some concern is felt, in official and unofficial quarters, over 
the dwindling money supply as compared with the swelling 
tide of mortgages and consumer debt generally. Particularly 
thought-provoking is the fact that private debt has increased 
from 77°%, of national income to | 14°/, since 1945, as figured 
by Boston's First National Bank. That institution sees the 
$112 billion of consumer and home mortgage borrowings 
as the chief factor in such an imbalance. The Federal Re- 
serve Banks have inched up their "rediscount" rates to 2!/,°/, 
in an effort to discourage borrowing, but no appreciable 
business slowdown is currently reported. However, as this 
page goes to press it is heartening to hear New York's big- 
gest national bank voicing no “apprehensions that money 
might not be available to finance autumn expansion.” 





Unistrut Develops Flexible Partition System 
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Newest use of Unistrut adjustable fram- 
ing is for single-panel partitions. A fresh 
idea in dividing—known 
Attwood system—these low-cost movable 


space as the 
walls are not only simply and quickly 
erected but are also 100% reusable. The 
system is flexible enough to permit al- 
most any arrangement or number of 
panel units—either horizontally or ver- 
tically. 

All framing members are connected 
with the same kind of lock nut and bolt 
(Detail 1). The patented nut has grooves 
with hard, sharp edges that bite into the 
inturned steel channel. 
Once the nut is tightened, it cannot slip. 
The square depressed areas in the fitting 
adjust snugly in the channel and posi- 
tively prevent rotation or loosening of 
the fitting. A cross connection for a win- 
dow, door, or other panel can be made 
at any location along the channel slot 
without welding or drilling. 

An easily attached molding strip grips 
the panel material fasteners, 
screws, or bolts are needed to hold it in 
place. The molding, made of flexible steel, 
slips over the edge of the panel and 
should come to within 1%” of each cor- 


flanges of the 


and no 





ner. The panel-molding assembly is then 
easily snapped into the framing channel 
with the aid of a putty knife (Detail 2). 
Panels may be plywood, hardboard, plas- 
tic, glass, expanded metal, or other mate- 
Although a %” thickness of panel 
ing is recommended, the molding will 


accommodate any thickness from %” to 
oe 


rial. 


When the panels are in place, all that 
is required to finish the framing is to 
screw cover plates into the corners of 
the panel frames (Detail 3). There are 
no exposed edges to catch dust or dirt. 

Typical installations using these Uni 
strut space dividers are illustrated. Cubi- 





PITTSBURGH, PA., Sept. 19—Construction 
has commenced on Pittsburgh Plate 
Glass Company’s Glass Research Center 
in Hamar Township near Pittsburgh. 
The Center, designed by Architects Skid- 
more, Owings & Merrill, will consist of 
two separate buildings. First to be con 
structed is the development and product- 
control building, a single-story structure 
covering an area 480’ x 260’. The basic 
research building to be erected later will 
be six stories high, covering 70,000 sq ft 
of floor space, and containing chemical, 
physical, and analytical laboratories plus 
administrative offices and library. 


re: 


ad odbiuuay 
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cle-type walls with shelf provisions wer« 
erected in the research building of the 
University of Michigan’s Department of 
Architecture (top left). 

make office 
Frames containing a combination of glass 


Single panel 


partitions good enclosures 
and hardboard produce 
tory office (above top). 


tion of the plant is constructed, 


a temporary ta 
When a new sex 
uch an 
office can be easily removed to another 


location. Partitions containing expanded 


meta! are useful in protecting workers 


from high-voltage electrical equipment 


(above center). Where it is necessary to 


screen out factory noise, floor to ceiling 


partitions are appropriate (above). 


Rendering: George Rudolph 


(Cooper 
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Washington Report 


by Frederick Gutheim 


The typical Washington building of the 
decade since the war is a labor union or a 
national association headquarters. These 
office buildings, usually generous in scale 
and faced with marble to emphasize their 
similarity to the buildings of Government 
itself, are conceived as symbols of their business or activity 
in the national capital. The seat of Government has long 
contained such representative groups. Castigated as lob- 
bies or pressure groups, the public has difficulty in forming 
an impression of just what they do. Unluckily, a false monu- 
mentalism has obstructed the kind of understanding which 
architecture might have furthered if given a freer and more 
imaginative direction. Few of these new buildings invite 
the public in, show informative exhibits, or help explain why 
they exist and what they do. Instead they aspire to a dreary 
pomposity. To the extent that a quasi-public character is 
attempted in such buildings, there is a real danger that a 
bad precedent for future public architecture will be estab- 
lished if it is tuned to these false notes. 


43 


Dave Beck's Teamsters Union sets the pace for union head- 
quarters buildings. Facing the Capitol and Senate Office 
Buildings, this recently occupied white marble structure 
houses the Internationa! Brotherhood of Teamsters, Chauf- 
feurs, Warehousemen, and Helpers Union—if | may suc- 
cumb at once to the irresistible pressure to give the Union 
its whole name. But if you didn't know, you might mistake 
the building housing it (designed by Holabird & Root & 
Burgee) for a Federal Reserve Bank. It cost about $5 mil- 
lions and | am sure the teamsters don't regret a penny of it. 
Their publication commented, “Congressmen in the Capital 
and Senators in their offices will be able to look out their 
windows and admire its beauty shining beyond the dancing 
fountains on the Capitol grounds.” This is sheer hyperbole, 
of course, but it illustrates the architectural motive. The 
connotations of permanence, continuity, great financial re- 
sources, organizational solidarity, and political orientation 
are all valid architectural elements. They are as valued by 
a union as by a bank. So, too, is the rather princely expres- 
sion of ihe contemporary union leader, well represented by 
Beck, whose followers delight to know he can hob-nob and 
make deals on good terms with high Government officials as 
well as business leaders. The rank-and-file union member 
still cherishes a naive belief in big deals and sharp angles. 
He thinks in terms of the strong-arm and the fast buck. 
Hence the marble and bronze of the casket designer. 


Other major Washington buildings are under construction 
for the American Federation of Labor, the International 
Union of Operating Engineers, the International Brotherhood 
of Electrical Workers, the International Association of Ma- 
chinists; and sites have been acquired by the Bakers and 
Confectionery Workers Union and the United Steel Workers. 
These are by no means as lavish as the teamsters’. They 
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are more apt to conform to office-building norms, with cur- 
tain-wall construction and flexible interiors. But the accent 
is the same, and the choice of a good address and the 
architectural emphasis reflect it. 


Among the headquarters buildings for trade and profes- 
sional associations, the outstanding one is the National Asso- 
ciation of Home Builders, opened this summer, designed by 
Aubinoe, Edwards & Beery. It has a boldly chosen location 
in a shabby block on L street, midway between the May- 
flower and Statler Hotels, but should trigger an upgrading 
of this strategic block. This project seems to have been 
conceived by Frank Cortright, NAHB's first executive di- 
rector, and it has been tailored to fit that mushrooming 
organization's special needs and opportunities. It aspires 
to become a housing center of national and international 
importance; to fly the housing flag, so to speak, in the 
nation's Capitol. You don't see much evidence of this in 
the rather plain few feet of architecture that are veneered 
with red marble and face the street; but it is clear from 
the working elements of the building and from its program. 
The National Housing Center starts with a street-level hous- 
ing display and three levels of exhibition space of frankly 
commercial products, a more specialized and smaller ver- 
sion of the Architects Samples Corporation showrooms at 
101 Park Avenue. It contains what will become the largest 
private library of refence materials on housing, from which 
a stream of information will serve special needs of home- 
builders throughout the country. And it houses, of course, 
the working staff of NAHB, occupying two entire floors of 
flexibly divided working space, with appropriate reception 
areas. 


If the exterior is rather negative, except for a hospitable 
window display, the interior of this building is sternly func- 
tional. Continuous, prefabricated ceilings contain air con- 
ditioning, illumination, and acoustical treatment. Utilities are 
ranged along a single wall to provide maximum flexibility. 
Metal-and-glass partitions divide working spaces. Recep- 
tion areas are specially planned and decorated. 


The major significance of the NAHB building is organiza- 
tional and economic. It has been built and is owned by a 
nonprofit subsidiary of NAHB, which receives rent from 
NAHB and other tenants, will charge for research and refer- 
ence services it renders, and will plow any profits it makes 
back into housing research. NAHB has been wise to engage 
Neil Hardy, an imaginative and talented government hous- 
ing executive, to direct its Housing Center, and the pro- 
gram he is developing will be watched closely not merely 
by building and housing groups but also by associations 
generally. Since these groups, in the aggregate, now com- 
prise one of the largest economic activities in Washington, 
and were recently found to be the element in the city with 
the greatest developmental prospects, the influence of the 
Housing Center ought to be a broad one. 








Leak-free joints made easily with torch and solder. 


Milwaukee Gas 

















Section of system ready for paving 


Light Company 


MAKES SNOW GO 


with Chase Copper Water Tube! 


Blizzard snows and freezing rain don’t stand 
a chance around 626 East Wisconsin, in Mil- 
waukee! The Milwaukee Gas Light Company’s 
sidewalks are always free of snow and ice— 
thanks to an efficient snow removal system 
of Chase copper tube! 

The contractor, John S. Jung, used both 
Chase Type L copper tube and Chase copper 
solder-joint fittings in the installation. This 






Snow everywhere 


combination is unsurpassed for easy, fast in- 
stallation plus trouble-free performance over 
the years! You see, corrosion-resistant Chase 
copper tube comes in long lengths that are 
easily bent into position and require fewer 
joints. Tube and fittings are made for each 
other, so leakproof solder-joints are assured. 
They expand and contract as one unit with 
temperature changes! 


but not around Milwaukee Gas Light Co. building 
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Another Adlakesaluminum window installation 





























Gibraltar Life Insurance Company Building, Dallas, Texas. Architects: Thomas, Jameson & Merrill 
General Contractor: J. W. Bateson Construction Co. Equipped with Adiake Double Hung Aluminum Window 


*—> Minimum air infiltration 
*-—» Finger-tip control 
*-» No painting or maintenance 


*-» No warp, rot, rattle, stick or swell 


*-> Guaranteed non-metallic weatherstripping 
(patented serrated guides on double hung windows) 
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the Adams & Westlake company oe) 


ELKHART, INDIANA « Chicago « New York « Established 1857 
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p/a presents: 


GENERAL PRACTICE — 


“... Most practitioners are concerned with every sort of building 
that needs designing in their communities, and with buildings of 


all sizes.” 
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This new place of worship, seating 250 
persons, adjoins an earlier Sunday-school 
building to which direct access was de- 
sired. Hence the new sanctuary was 
brought to the level of the existing audi- 
torium, and wood folding doors were in- 
stalled at the juncture of the two struc- 
tures. An imposing portico serves as 
entrance for the sanctuary as well as the 
Sunday school. Behind the finely propor- 
tioned facade of wood and glass, steps 
lead up to the level of the main sanc- 
tuary or down to an assembly room and 
additional Sunday school classrooms in 


the basement. Parts of the present clear 


glass, now employed at the entrance wall, 
will later be replaced by stained glass, 
which will make an even more dramatic 
foil for the free-standing mahogany cross. 
Sidewalls of rough stone were originally 
buttressed to support laminated roof 
arches. Later, for economy, laminated 
arches were replaced by 8” x 18” wood 
members, which made tie rods necessary. 
Roof is composed of planks, left exposed 
on the underside and surfaced on top 
with black slate. The main floor employs 
concrete beams and slabs. A. Ernest 
D’Ambly was Consulting Engineer; Wil- 


liam H. Gill, Jr.. General Contractor. 
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Wood baffle (below) placed near the rear of 
the great nave (bottom) screens worshipers 
from the entrance. Focal point of the chancel 
wall (right and acrosspage) is floor to ceil- 
ing grill of mahogany (see SELECTED DETAIL). 
Organ and exhaust fans are located behind 
this pierced wall. Gold-leafed walnut cross, 
hung from truss above, is spotlighted at night. 


Ceiling-suspended, semi-indirect lighting fix- 


tures of brushed brass provide night lighting 
for the sanctuary. Gold-tinted skylight, oj 
corrugated actinic glass, supplies dramatic as 
well as effective natural light. All millwork 
is of African mahogany and pews are of black 


walnut. Photos: Lawreace S. Williams 
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MORTUARY 


location ] San Francisco, California 
architects | A. Quincy Jones & Frederick E. Emmons 
associate architect | Emie! Becsky 
consulting architect | Harvey P. Clarkson 


structural engineer | Edgardo Contini 


The chapel (top) seating 125 is a separate building, 

joined to the main building (left of photo acrosspage) 

by a covered passage. The future chapel will accom- 

modate 250; and, for very large funerals, the two 

chapels may be joined by using the intermediate 

garden. 
The reception lobby (above) has soft beige ter- 

razzo floor, and both redwood and plaster are used 

for the wall surfaces. m 
As in all public areas, the office wing (right) has viii 


mc eo hee MMIII 
a garden area immediately adjoining. Photos: Morley Baer _ Uh 
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Few building types have received less 
architectural attention than the funeral 
home. As a rule, this activity is housed 
in some commodious old residence in a 
once-fashionable residential part of town. 

In the case of the San Francisco mor- 
tuary shown here, not only was the 
scheme developed from scratch, but the 


block in 


(180° x 260’). Furthermore, it is a steeply 


site is an entir: city extent 
sloping site, with a drop of 25 ft from 
north to south on the long sides of the 
property. 

Requirements were for an integrated 
organization of three basic functions: the 


conducting of funeral arrangements; the 











preparation of the deceased for burial; 
and the conducting of the ceremony. Two 
conditioning factors were that the three 
functions should be as visually separated 
as possible, and the client’s expressed 
wish for a “feeling of repose, without 
melancholy, and a general air of quiet 
efficiency.” 

The plan solution, organized on three 
levels, exploits the site slope and pro- 
vides access at grade to each level. Pub- 
lic areas all occur at the intermediate 


level, entered from a_ porte-cochere 
formed by the extension of the upper 
floor over the approach drive. On the up- 


per floor are a casket-display room; mor- 





tuary work rooms; and quarters for a 
caretaker. A basement (not shown) con- 
taining a garage for 25 cars and storage 
and mechanical rooms is entered at grade 
from the lower end of the east side of 
the property. Service ramps connect the 
three floors. 

The basement is reinforced concrete; 
the superstructure, steel frame with wood 
joists and rafters. Exterior materials are 
brick or 


cludes asphalt tile, terrazzo, cork, and 


redwood siding. Flooring in- 
carpeting. Sash are steel, and the build- 
ing is heated by a hot-water radiant sys- 
tem, with copper tubing in both floo: 


and ceilings. 
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mortuary 





The present chapel (this page and acrosspage, 
bottom) Aas one wall of glass overlooking the 
screened garden. Along the other wall, an indoor 
planting bed, under a skylight, further implements 
the design wish to include nature wherever 


possible. 
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The slumber rooms (above) are arranged in pairs 


that can be thrown together to form one large 
room. Outside the glass wall of each of the rooms 
is a peaceful private gcrden (right). 


Vertical circulation is handled on ramps. Here is 
the ramp leading up from the main floor to the 


casket-display room on the upper floor 
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4-unit apartment house 


location | Los Angeles, California 


designer | Craig Ellwood 
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An exceptioaally adroit design, providing 


four duplex. 2-bedroom apartments on a 
typical 50’ x 110’ city lot, this residential 
unit received top award in the apartment- 
house category at the 1954 International 
Exposition of Architecture, at Sao Paulo, 
Brazil. The distinguished Jury particu- 
larly applauded the compactness of the 
solution; the handling of the entrance 
court, providing both privacy and a wind 
screen; and the fortunate interrelation 
of interior and exterior space. Contribut- 
ing to the building’s success were Mack- 
intosh & Mackintosh, Consulting Engi- 


neers; Jocelyn Domela, Landscape Archi- 





ae 


tect; and Henry Salzman, Contractor. 
Essentially square in plan, the building 

is framed in steel with hollow clay block 

walls and intermediate 


used for side 


partition. Plumbing, duct work, and vent 
centralized, and fire 


back to back on the 
steel 


onomically 


ing is e 


p! 


central 


hung 
The 


open end of the structure are left exposed 


aces are 


wall. frames at each 
as 2n important part of the design. Panels 


members are asbesios-ce- 


Each 


controlled, 


between truss 


ment board. apartment has two, 


automatically gas unit heat- 
ers. The building was constructed within 


a budget of $10 per sq ft. 
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4-unit apartrnent house 
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One of the most ingenious elements of the design 
is the arrangement of fencing and translucent 
panels separating the common motor court, to the 


west, from the apartment patios and entrances 
Photos: Marvin Rand 
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4-unit apartment house 


Continuation of the masonry walls beyond the 
wall of sliding glass panels, and use of room 
height for the patio fence and obscure-glazed 
panels contribute much to the integration of 
ndoor and outdoor areas Interior flooring 


roughout is gray asphalt tile. 











The natural clay color of the masonry side walls 
establishes a rich, textured background for each 


apartment. To assist the sense of space within 


so compact a plan, the lower stair treads and 
landing (right) are designed as open cantilevers 

T he spandrel area beneath the windows of up 
stairs bedrooms (below) consists of plywood finis) 
broken by exposed, diagonal, steel-truss members 
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“marineland” 


AUNT AManer 
twild my 


location | Palos Verdes, California 


planners-architects-engineers | Pereira & Luckman 
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Structural frame of the Oceanarium is steel, with the 













two giant tanks resting on continuous mat foundations 
41% ft thick. Floors and roof are concrete, and filler 
walls, of concrete block. To resist horizontal loadings 
as well as impulses resulting from inertia forces of 
the tank water during earthquakes and the unequal 
hydrostatic forces at opposite sides of the tanks due 
to undulation of the water surface, the tank structures 
are surrounded by radial rigid bents, and a series of 






concrete ring girders is introduced that serve the dual 






purpose of providing concourse levels for the spectators 






and transmitting lateral forces to the shear-resisting 






rigid frames and, so, to the foundation structure. 


Photos 
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round (80 in diameter), the other, oval out of doors, also allows great variety, 
(50° x 100’). Continuous, double-glazed 


viewing windows of heat-tempered pol- 


This remarkable group—‘Marineland of 





the Pacific’—is constructed on a lofty depending on which ramp is used. Fur- 






promontory overlooking the ocean. The thermore, at each turning point as the 






ished plate glass occur around the sides visitor rounds the ramp partition, a view 


of the tanks at three levels of their 22-ft 


three main elements are a zoo for fish 





and other marine creatures; a bar and 
restaurant; and an inn. Key unit is the 
fish zoo—or Oceanarium, as it is called. 

Basically, the Oceanarium consists of 
steel salt-water 


tanks, one 


two huge 





height. Visitors reach the various levels 
by any one of four exterior ramps that 
wind around wing partitions. This novel 
scheme, involving several trips in and 


of the spectacular surroundings bursts 
upon him from a fresh angle. On the 
rooftop, one looks down into the fish 
tanks, and a grandstand beside the round 


pool allows leisurely observation. 
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In addition to the two enormous tanks, 
there are numerous smaller aquaria or 
“jewel” tanks, at various locations, for 
specimens requiring special conditions. 
Even in the big tanks, different environ- 
mental conditions are provided. In the 
round tank that holds 600,000 gallons of 
sea water, drawn fresh from the ocean by 
pumps through a specially filtered source, 
the water temperature is left to fluctuate 
with the weather, to accommodate fish 
and marine life native to the region. In 
tank (500,000 gallons) 


the oval water 


will be maintained at 72° F at constant 
temperature by means of a hot water 
heat exchanger immersed in a supply 
tank adjacent to sand filters located at 
the rear of the building. Thus marine life 
of a migratory nature are made happy 
the year round. For octopi and fish ac- 
customed to lower temperatures, special 
tanks are served by refrigerating equip- 
ment. 

The sea water supply is obtained by 
means of a subterranean collecting drain. 


\ perforated cement-asbestos pipe, buried 


in the beach below the tide level, empties 
into a sump where it is pumped up the 
hill to the tanks. The collection pipe is 
about 2500 ft from the Oceanarium build- 
ing, and the water is lifted 125 ft by two, 
100-hp pumps. 

After the sand-filtering process and 
a chemical treatment to retard growth of 
algae and other plant life, the water is 
introduced into the large tanks at the 
bottom through four jets that cause the 
water to rotate in the tank at velocities 


adequate to provide self cleaning. 


From the roojtop (left and below), visitors not only 
can peer down at the marine life within the tanks 
but also enjoy the vast seascape, which, on clear 
days, includes a view of Catalina and the Santa Bar- 
bara Islands. Three of the five approach ramps ter- 
minate at the 1500-seat, semicircular stadium, where 
one may sit and watch some of the mammals, such 


as the porpoises, being fed and playing. 
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“Probably the most difficult task,” re- 


he - ws 
SSA SS 


port the architects, “was the selection of 





we 
materials that would resist corrosion ’ 
from the salt water and the corrosive soil. \ 
Cement-asbestos pipe was used for all ¢ 
. : Ht h wn | 
fresh- and salt-water pipes buried in the ay —_ } 
ground. The large salt-water lines inside < oa j 
the building are plastic, and special A “ ] 
= 7 
. ; —= = ’ 
. metals were used in the valves, pumps, fur , , 


and heat exchangers.” 





N. C, Ebaugh was Mechanical Consul- 
tant for the Oceanarium; George A. 


Fuller Company, the General Contractor. 
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construction 


Foundation, floors, roof: concrete: calcium- 
hloride additive; reinforcing steel—Bethlehem 
Pacific Coast Steel Corporation. Frame: struc- 
tural steel—Bethlehem Pacific Coast Steel Cor- 
poration, Kaiser Steel Corporation, United 
States Steel Corporation. Walls: lightweight- 
aggregate block—Rocklite Products Company. 
Wall surfacing: interior and exterior: concrete. 
Floor surfacing: magnesium oxychloride—Diato 
Company. Roof surfacing: composition—Pio- 
neer Division, The Flintkote Company. Water- 
proofing & dampproofing: corking compound 
—G, W. Kaull Company; waterproofing—F. 
K. Pullen Company. Roof drainage: galvanized- 
iron gutters and downspouts; cast-iron drains— 


Materials & Methods 


Josam Manufacturing Company; floor and roof 
drains—Jay R. Smith Manufacturing Company. 
Partitions: interior: lightweight-concrete block; 
metal toilet partitions—Fiat Metal Manufactur- 
ing Company. Windows: aquarium observation 
windows: heat-tempered, polished-plate glass— 
Libbey-Owens-Ford Glass Company; mirrors— 
Thompson Glass & Paint Company. Doors: in- 
terior—Pacific Manufacturing Company. Hard- 
ware: lock sets—Schlage Lock Company; door 
closers—Norton Door Closer Company; hinges 
—C, Hager & Sons, Hinge Manufacturing 
Company; panic exit—Von Duprin Division, 
Vonnegut Hardware Company. Paint & stain: 
interior and exterior masonry coating—ldeal 
Chemical Products, Inc.; steel protector— 
American Construction Company; tank finish— 


The restaurant and bar at Mar- 
ineland crown one of the most 
dramatic headlands, with unhin- 
dered views of the Pacific and 
adjacent coastline. Basically, the 
plan consists of two separate cir- 
cular buildings linked by a lobby 
and coffee shop. Within the radial 
framing stemming from central 
columns, are air-conditioning 
ducts, wiring, and roof-drainage 
piping. Webb Coleman 
terior Decorator. 


was In- 


Shannon Luminous Materials Company. 


equipment 


Specialized equipment: public-address system 
—Webster-Chicago Corporation; turnstiles— 
Perey Turnstile Company; aquarium equipment: 
filters, flow meters, and controls—Builders- 
Providence, Inc., temperature-recording equip 
ment for salt water—Minneapolis-Honeywel 
Regulator Company, alarm system for water 
tanks—Sperti Faraday, Inc., pumping equip- 
ment—Bell & Gossett Company, nonmetallic 
pipe and expansion joints for salt water— 
Uskon Division of United States Rubber Com- 
pany, salt-water valves—Chapman Valve Man- 








insulated underground 


Wil Company, air com- 


Company 


ufacturing 


pipe trenches—The R 
pressors for divers’ equipment—Ingersoll-Rand 
Company, black marble in tanks—James Cullo 
& Son Marble Company, Inc., refrigerators for 
octopus tank and fish food—York Corporation; 
kitchen equipment: heavy-duty ranges—Detroit 
Michigan Stove Company, deep-fat fryers— 
Company, ovens—G. S. Blodgett 
pressure cookers—Cleveland 


Hotpoint 
Company, 
Range Company, automatic self-leveling dis- 
pensers—Lowerator Division of American Ma- 
chine & Foundry Company, custom-made stain- 
less-steel units—Dohrmann Hotel Supply Com- 
pany. Lighting fixtures: Century Lighting, Inc., 
Ruby-Philite Corporation, Steber Manufactur- 
Lighting Division of Appleton 


Inc., 


ing Company, 
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The first 
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Electric Company, The Lightrend Company: 
parking-area fixtures—Westinghouse Electric 
Corporation. Electric distribution: service-en- 
trance switch, duct system, panelboards, multi 
breaker—Zinsco Electrical Products; wire and 
cable—Rome Cable Corporation; conduit- 
Triangle Conduit & Cable Company, 
wiring devices—Harvey Hubbell, Inc., 
Company: transformers—Jeffries Transformer 
Company; emergency-generator plant—Her 
cules Electric & Manufacturing Company, Inc.; 
bulbs—General Electric Company. Plumbing 
& sanitary: closets, tubs, lave 
tories, and controls—American Radiator & 
Standard Sanitary Corporation; toilet seats— 
C. F. Church Manufacturing Company; water 
heaters: Advance Tank & Manufacturing Com- 


Inc.: 
Sierra 


water 


unil 
eventually will include several similar 
stepping down the contours of the cliff—adjoins 











of the Marineland Inn—which 


structures 


the restaurant building and shares the spectacular 
view. Projecting wing walls provide private porches 
for each of the rental units 


pany, A. Smith rporation, storaas 
neral Water Heater rporetion, ele 
Norris-Thermador Corporation: valves—Sloar 
Va Company, Walworth Company; fittings 
Grinnell Company, Ir pipe: asbestos-ce 
ment hns-Manville, cast-iron — United 


States Pipe & Foundry Company, steel—Beth 
lehem Steel Company. Kaiser Steel Corpora 
tion; water-supply system: city mains. Heating: 


type: circulating hot water; boiler—Kewanee- 
Ross Corporation: furnace—Ray Oil Burner 
Company: fuel: oil: baseboerd radietion 


Vulcan Radiator Company. Ventilating: type 
grills—Controlair Manufactur 
ng Company; fans and blowers—Buffalo Forage 
Company; filters—Air Filter Corporation; hot 
Aerofin Corporation. 


fresh-air supply: 


ag ti 
water coils 
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a for International Basic Economy Corporation 


location | Caracas, Venezuela 


architects | Oficina Don Hatch 


engineer | Claudio Creamer 
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The need for one-stop shopping facilities 
is just as urgent in the rapidly expanding 
cities of South America as it is here in 
the U.S. While the development of such 
centers south of the Rio Grande has been 
impeded largely by lack of funds as well 
as tradition, money has become available 
in enough instances to prove the economic 
popular acceptance of 


feasibility and 


these facilities. A striking example is 


the center in Las Mercedes, a suburb east 


‘fe 





cities, soaring land prices and outdated 


zoning restrictions have determined a 
limited site—in this case a triangular 
area measuring 85,000 sq ft and bounded 
on three sides by streets. However, in 
spite of the limited site, the all-under- 
one-roof shopping center provides all 


necessary facilities—a supermarket, a 
“bargain basement,” bank, shops, and 
offices. Terraces, pool, and landscaping 


make for a pleasant and restful atmos- 





residential section. Even the parking 
spaces for 130 cars are interspersed with 
small planted and night-lighted islands 
of flowers and trees. Planting also extends 
into two malls—one running east-west, 
bisecting the structure, and an arcade 
which connects directly with a terrace 
and pool at the north end of the building. 
Malls are covered to give shoppers pro- 
tection from heavy rains and the hot sun. 


A 115’ x 115’ area within the 115’ x 245’ 


structure is devoted to a supermarket 


of Caracas. As in most North American’ phere in keeping with the surrounding 


Stair and balcony (right) connect with offices on 
second floor, located directly above shops. North- 
south mall contains “North American style” soda 
fountain. Mall terminates at north end (across- 
page) in delight/ul outdoor terrace and reflecting 
pool beyond. This covered terrace prevides shaded 
area for snacks and remains open at night jor 
after-theater trade. Supermarket and shopping 
malls may be closed off at night by motor-operated 
aluminum doors which roll down from the ceiling. 
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with cold-storage, meat- and fish-process- 
Two gradual ramps lead 
Beneath, 


ing facilities. 


up to the market. partially 
visible from the east-west mall, is a base- 
ment for the sale of household equip- 
ment and furnishings. At the opposite 
end of the ground floor, small shops and 
a bank line both sides of the north-south 
Offices 


windows overlooking the arcade. To pro- 


arcade. above the shops have 


vide clear and uninterrupted space for 


_ 
gprs 


°° 


the supermarket and the second floor 
offices, the roof framing is composed of 


115’ steel trusses placed 23’ 


on centers 
Insulated steel decking and built-up roof 
ing is supported on steel joists spanning 
between trusses. For exterior walls insu 


steel 


lated steel panels are welded to 
frame. Insulated steel panels, horizontally 
grooved, are also used to surface the wide 
fascia line. All steel panels and steel 


frames for store fronts are lacquered 


Floors throughout ar terrazzo; sho 


ping mall floors, ram and stair tread 


use a nonslip aggregate A pattern 


plastic-eggcrate lighting fixtures, ventila 
tion diffusers, and acoustical plaster ex 
tends over supermarket, shopping malls 
ind second floor offices. The entire struc 


ture is mechanically ventilated. Shops or 


ground floor have provision for individual! 


air-conditioning units, to be purchase 


and operated by the tenants 
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Exterior of supermarket (above) is marked by 
almost windowless facade. Two six-percent ramps 
(left and acrosspage) provide access to the market 
from the wide center mall and give shoppers fine 
views over malls, Terrazzo floors of shops, super- 
market, and shopping malls are a checkerboard of 
black and white with flecks of orange-red chips. 
One entire wal! in the supermarket (below) is sur- 


faced with locally manufactured tiles. 
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Faculty Houses location | Cambridge, Massachusetts 


architects | Hugh Stubbins Associates 





These new faculty houses. are “at 
home” among their older neighbors 


only an extensive garden separates 


them from the Craigie-Longfellou 


house (1759). Two additional faculty 
houses of the same design, also quar 
ters for married students, will complete 


the COM POSLILON. Photos: Gottscho-Schleisner 
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faculty houses 


Despite stringent budget limitations, these 
houses for Episcopal Theological School 
provide adequate space for faculty mem- 
bers and their families, frequent official 
guests, and visiting students. A spacious 


hall 


leads directly to all parts of the house. 


two-story entry (photo overpage) 
\ secondary entrance provides access to 
the kitchen and the study, which is also 
used for student seminars. For reasons 


of economy the houses were planned as 
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compactly as possible, employing stand- 


ard wood-frame construction, and a 
pitched roof with eaves lines close to the 
second-floor level, a feature which the 
architect had previously found practical 
and inexpensive. The pitched roofs also 
keep these houses in harmony with the 
surrounding older buildings of the char- 
acteristic New England landscape. Major 
exterior wall materials are: brick—clearly 


expressed as veneer—plywood, and cedar 


clapboards. Interior wall materials are 


plaster and hazelwood or walnut ply- 
wood paneling on wood studs. Floors in 
linoleum 


The 


houses are heated by forced warm air. A 


the living areas are of oak; 


was used in kitchen and baths. 
separate exhaust system located under 
the roof affords summer comfort. Cham- 
bers & Moriece are the Landscape Archi- 
tects associated on this project; Custance 


Brothers, Inc., the General Contractor. 








Sliding, steel-/ramed glass doors open onto ter 


races off both l ving room (left and acrosspage } 


and dining room (below). For complete privacy 


gardens are protected by high fences 


















































faculty houses 





Window areas at both gable ends are protected by 
sunshades made of 2” x 6" wood members. Mas- 
ter bedroom (above and right) is directly above 


study. 
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air conditioning: industrial buildings, part | 
by Tyler Hicks* 


Today, one of the biggest problems faced 
during the initial design stages of an 
industrial plant is: Should this structure 
be air conditioned? If the answer is yes, 
a second problem immediately arises: 
How much of the structure should be air 
conditioned? An additional problem 
which often arises, usually during appro- 
priation or budget discussions, is: A con- 
trolled atmosphere is needed in this struc- 
ture, but can it be obtained at lower cost 
by mechanical ventilation? Or is com- 
plete air conditioning justified? 

While many other questions can and 
do occur during: planning, the three above 
encompass the major elements in almost 
every planning decision related to con- 
trolling atmosphere in an industrial struc- 
ture. There are no quick and easy an- 
swers to these questions because each 
structure is a unique problem. But cor- 
rect answers are of extreme importance 
to architects and engineers, today, be- 
cause so many factors in plant operation 
are influenced by the decision to provide 
a controlled atmosphere—product quality, 
employe efficiency and health, labor- 
union relations, plant cleanliness, safety, 
labor supply, etc. While application of 
generalities to specific design problems 
can lead to errors, there is much to be 
gained by study of past experience in 
similar industries and structures. This 
article attempts, in the space allotted, to 
answer these three questions for archi- 
tects and engineers engaged in industrial- 
plant design. 


plant types 
From the standpoint of controlling atmos- 
pheric conditions in industrial plants, at 
least two types of manufacturing opera- 
tions must be considered: mass produc- 
tion and precision. While the first im- 
mediately brings to mind automobile- and 
aircraft-assembly lines, the general re- 
quirements of mass-production operations 
as related to air conditioning are of a 
comfort nature and have little effect on 
the properties of the product—except as 
they are influenced by employe efficiency. 
The air-conditioning system provides 
more comfortable working conditions, 


© Associate Editor, Power Magazine. 


cleaner work areas, eliminates hot spots, 
dust, fumes, etc. 

Precision operations, on the other hand, 
require air at a certain temperature or 
humidity, or both, to ensure a satisfactory 
product. Typical examples include pre- 
cision machining and assembly as well as 
operations 
terials. 


involving hygroscopic ma- 
In general, it is far easier to 
justify air conditioning for precision 
operations than it is for mass-production 
operations because the product quality of 
the former is a direct function of tem- 


perature or humidity or both. 


mass-production operations 


Every year sees more new and existing 
industrial structures turning to air condi- 
tioning to improve employe comfort dur- 
ing working hours. While dollars-and- 
cents proof of the effect of comfort air 
conditioning on plant output is difficult 
to assemble in a given industry, the 
American Management Association found 
that worker absenteeism was reduced by 
better than 25 percent in air-conditioned 
plants. Typical reductions include: 


auto and related manufacturing 27% 
27% 
30% 
29% 
Estimates of the effect of heat and 
humidity on the reduction of productive 
eficiency in mass-production types of 


soap and cosmetics 
newspaper publishing 
electric utility 


industries vary widely—from a low of 10 
percent to a high of 30 percent. But en- 
gineers, physicians, and psychologists all 
agree on one point; there is a definite 
reduction in worker efficiency, 
heavy physical tasks are involved, when 
the temperature and humidity of the work 
area exceed optimum levels. This is true 
in all areas of the U. S.—geographical 
location having little effect other than 
reducing the duration of the hot spells 
during which worker output is lower. The 
reduction is not quite so marked where 
little physical effort is involved or output 
is machine paced. 


where 


heat loads 


An important fact often overlooked in 
general discussions of comfort air condi- 
tioning for the industrial plant is the in- 


crease in internal-heat loads resulting 
from newer concepts of architectural de- 
sign and the greater mechanization of 
manufacturing operations. Extensive glass 
areas, greater use of concrete, higher 
lighting levels, and replacement of work- 
ers by machines having one or more 
motors, transformers, and other heat-pro- 


d 


ucing devices are a few of the factors 
contributing to the sharp rise in the in- 
ternal-heat load of industrial structures. 
Today, it is not uncommon to find 75 per- 
cent of the heat load on an industrial 
air-conditioning system originating with- 
in the building. The balance is from ex- 
ternal sources—sun, air, etc. 

Today, new plants often have lighting 
loads of three to five w per sq ft of floor 
area, compared with about one w per 
sq ft 30 years ago. Lights are commonly 
used throughout the day, regardless of 
how much natural illumination is avail- 
able. Each industrial worker is now 
backed by over 16,000 kwhr of electric 
energy per year, a sharp rise from the 
9780 kwhr per year per industrial worker 
of 1943. Today, each worker uses over 
seven kwhr of electricity per man-hour; 
in 1920 it was 1.2 kwhr per man-hour. 

Windowless industrial structures, in- 
troduced during World War II, did not 
remain in vogue for long. The end of the 
war saw a complete turnabout to exten- 
sive glass areas, increasing the sun load 
on the building’s air supply. While shades 
and special window designs can reduce 
the amount of heat resulting from the 
sun’s rays, the modern, extensively glazed 
structure is likely to be warmer in sum- 
mer than its predecessor having less glass 
and more wall. 


cleanliness 


Where only natural ventilation is avyail- 
able in an industrial plant, windows are 
opened at will in summer to provide 
whatever relief can be had. Dust, dirt, 
fumes, and other contamination may enter 
the work areas. Cleaning costs increase, 
machines may wear more rapidly, and the 
product may be damaged. Control of the 
atmosphere by this means is seldom sat- 
isfactory because sash is generally lo- 
cated on the basis of lighting and esthetic 
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reasons—not for purely ventilating pur- 
poses. 

Air-conditioned plants housing mass- 
production type operations usually have 
somewhat less glass area to reduce the 
sun load on the conditioning system. 
Thus, fewer and smaller skylights are 
generally used. With the internal atmos- 
phere carefully controlled, there is no 
need or reason for opening windows in 
summer or winter. Less dirt, dust, and 
fumes enter the structure, making clean- 
ing easier. Where high-cost, clese-toler- 
ance machinery is used as part of the 
mass-production process, the reduction in 
maintenance costs resulting from air con- 
ditioning may be enough to justify its 
use in new structures. With fewer win- 
dows to clean, as when less skylight area 
is used, building cleaning costs are re- 
duced, In a typical industrial plant to- 
day, reglazing of broken windows and 
window washing cost about two cents per 
sq ft of floor area per year. 

In metropolitan areas having heavy 
dust loads, maintenance of product clean- 
liness can be a costly item during the 
summer when windows are opened to 
ventilate the structure. One plant, manu- 
facturing cosmetics, installed extensive 
vacuum-cleaning apparatus to remove 
dust and soot from packaged products 
before they left the shipping room. The 
vacuum cleaners were used only during 
the summer when dust and soot loads 
were heavy. Money spent for this equip- 
ment could have been invested in an air- 
conditioning system, improving employe 
comfort and reducing the manufacturing 
cost of the product. 


employe fringe benefits 
Besides increasing employe health, mor- 
ale, efficiency, and productive capacity, 
air-conditioned work areas make it easier 
to attract and hold the more desirable 
type of personnel. Though records are 
not available, many plants report a re- 
duction in labor turnover after air condi- 
This cuts training 
And in deal- 


ing with labor unions, the fact that work 


tioning is installed. 
and other associated costs. 


areas are air conditioned is often a strong 
bargaining point. 

Comfort air conditioning, sometimes 
management as an addi- 
tional unnecessary expense, has proved 


regarded by 


a money-making investment in hundreds 
of mass-productior type plants. Just on 
the basis of eliminating poor workman- 
ship and errors attributable to high tem- 
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peratures and humidities, comfort air con- 
ditioning often pays for itself long before 
its useful life has ended. Typical rooms 
and areas in which comfort air condi- 
tioning is used in modern plants are 


itemized (Table I). 
hot spots 


Certain industries, like steel, founding, 
etc., use processes in which radiant heat 
is given off. Radiant heat is transmitted 
as waves in accordance with Stefan’s 
fourth-power law. It is unaffected by air 
motion. As a result, relief for workers 
must be supplied by means other than 
ventilation or air conditioning. The best 
means available at present is a shield 
placed between the heat source and the 
man. The shield either intercepts or im- 
pedes the radiant-heat rays, reducing the 
amount of heat reaching the man. Today, 
shields are commonly made of aluminum 
foil or corrugated sheets, though sheet 
iron, asbestos paper, and others are also 
used. Aluminum is generally conceded 
to be best because it closely approaches 
a perfect reflector and undergoes little 
temperature rise. 

Hot spots occur in other industries, 
too, with or without radiant heat as the 
When radiant heat is not the 
cause, local-exhaust ventilation applied 
either to the particular work area or the 
body of the worker, or both, is usually 
the most satisfactory solution. However, 
since such hot spots are generally limited 
in number in a given plant, they do not 
interfere with comfort air conditioning 
for mass-production areas in the building. 
Hoods, roof ventilators, man-cooling fans, 
air jets, and other units are typical de- 
vices used to provide localized relief in 


cause. 


hot spots. 


ventilation v. air conditioning 


When budgets for new or modernized 
buildings are restricted, mechanical or 
natural ventilation is often proposed in 
place of comfort air conditioning. This 
is usually more the case in northern areas 
than in southern. While mechanical ven- 
tilation has its place in certain indus- 
tries, as does natural ventilation, today 
there is a definite preference for full air 
conditioning in mass-production indus- 
tries. In general, this preference grows 
out of the inherent advantages of comfort 
air conditioning, most of which were de- 
tailed earlier. 

While comparative-cost data of a gen- 
eral nature are not too readily available, 


studies of typical industrial structures 
show that where the internal-heat load or 
gain exceeds five Btu per hr per sq ft of 
floor area (one ton per 2400 sq ft), the 
initial cost of a ventilation system hav- 
ing sufficient capacity to keep 75 percent 
of the employes in the ventilated area 
comfortable during 50 percent of sum- 
mer, daylight, working hours exceeds the 
initial cost of an air-conditioning system 
which will keep more than 90 percent of 
the employes comfortable during all 
working hours. When heat loads rise to 
20 Btu per hr per sq ft (one ton per 600 
sq ft), savings in operating costs of the 
ventilating system over the air-condition- 
ing system are only about six percent on 
the extra investment in ventilation. This 
means that about 16 years will be re- 
quired for the extra investment in ven- 
tilating equipment to pay out. While 
some industries may be satisfied with this 
rate of return, it is more common to find 
management seeking a faster return, if 
possible. Also, it must be recognized that 
the values given are subject to some varia- 
tion, depending on a number of factors. 
These can be determined only by a com- 
plete study of the conditions existing in 
a given plant or proposed structure. 
This, in brief, is the case for comfort 
air conditioning of the modern industrial 
structure used for mass-production types 
of operation. Often a touch-and-go deci- 
sion, many of the advantages of the in- 
vestment for air-conditioning equipment 
are not too readily apparent. But wise 
study of the complete comfort-condition- 
ing problem will usually show that air 
conditioning can be justified under most 
circumstances. Design conditions, type of 
equipment, initial costs, and operating 
costs are discussed later in this article. 


precision manufacturing 


In general, the problem of air condition- 
ing in precision manufacturing or assem- 


bly involves close control of one or more 
of the following factors in the raw mate- 
rial or product itself: (1) tolerance or 
dimensional accuracy; (2) surface finish; 
(3) hygroscopic phenomena; and (4) 
dirt, dust, lint, ete. The desired control 
of the product is secured by maintaining 
suitable temperature, humidity, and clean- 
liness conditions within the structure or 
in the areas where precision manufactur- 
ing or assembly occurs. While at first 
glance the real need for careful control 
of one or more of these factors may not 
be seen, an example of a typical problem 
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met in one industry (described below) 
will help show the results achieved by 
well-designed air-conditioning systems in 
precision manufacturing. Typical preci- 
sion operations in which air conditioning 
has proved helpful are listed (Table I). 


tolerances 


In precision machining the question of 
tolerance always arises because the plant 
product value is measured by how many 
acceptable parts are turned out during a 
given period; the acceptability of a given 
part is measured by how closely it con- 
forms to tolerances set up in the speci- 
fications for the part. Related problems 
involve dimensional accuracy, fits, allow- 
ances, gaging, and manufacturing limits. 

Assume a plant is producing machined- 
bronze parts which are six in. long and 
are required to be within zero and 0.001 
in. of the required length. During the 
summer, when room air temperature may 
rise from 65 to 100 F in a plant without 
air conditioning, this part would expand 
from an initial length of 6.00 in. at 65 
F to a length of 6.0022 in. at 100 F. The 
part would have to be rejected because 
it does not come within the desired di- 
mensional allowance when the tempera- 
ture is 100 F. In an air-conditioned plant, 
the temperature could be held at one 
level at all times, 

Also affected by air-temperature rise 
in summer are gages, jigs, fixtures, gage 
blocks, and other devices used to check 
the size of manufactured parts. Where 
the gage and part are made of the same 
material, the effect of expansion may not 
be of too much importance; where the 
two are of different materials, there may 
be serious errors in measurements. While 
it is possible to compute the effect of 
temperature rise on various parts, the 
amount of labor involved for such a task 
may be tremendous. 


surface finish 


Many manufactured items are extremely 
sensitive to humidity before, during, or 
after being worked on. One of the best 
examples of this occurs in the manufac- 
ture of ball bearings. Small amounts of 
moisture, either from the atmosphere or 
the hands of personrel working on the 
bearings, can attack the highly finished 
surfaces and start corrosion within a very 
short time. The same is true for certain 
polished or drawn raw materials like 
iron, steel, silver, and copper. 

Before the introduction of air condi- 


tioning in precision manufacturing, it 
was common for manufacturers to coat 
ball-bearings parts with oil or grease at 
the end of the working period. The pro- 
tective coating was left on the parts until 
the next shift began work. It had to be 
completely removed before actual pro- 
duction could resume. Today, in air-con- 
ditioned, ball-bearing factories, this pro- 
cedure is no longer necessary because 
the correct humidity and temperature 
can be maintained at all times. 

Where high-quality surface finishes are 
required in precision manufacturing, hu- 
midity and temperature control are prime 
factors in the success of operations. Close 
control of humidity and temperature can 
be secured only by properly designed 
air-conditioning systems. It also insures 


cleanliness at all times. 


hygroscopic materials 
Many materials used in producing fin- 
ished products are hygroscopic, i.e., their 
moisture content is variable, depending 
on the humidity of the surrounding air. 
When ambient humidity is low, the ma- 
terial loses moisture and weight; when 
ambient humidity is high, the material 
absorbs moisture and gains weight. Be 
sides affecting the weight, the moisture 
content may affect the appearance, 
strength, and quality of the material. All 
these may have a direct bearing on the 
production rate and quality of the fin 
ished product. 

To achieve maximum production 
economy, the moisture content of a hy- 
groscopic material must be maintained 
at a value giving ease of handling and 
working. Materials which may require 
careful control of humidity and tempera- 
ture in the production areas include 
natural textile fibers, rayons, paper, 
leather, rubber, wood, soap, tobacco, 
foodstuffs, asbestos fiber, etc. 


control of cleanliness 
While industrial air-conditioning systems 
are seldom installed for the sole purpose 
of cleanliness control, there are many 
manufacturing operations where the pos- 
sibility of better control of plant clean. 
liness is the deciding factor in the choice 
of air conditioning over ventilation or 
over no conditioning at all. Though not 
every precision-manufacturing operation 
requires extreme cleanliness, the usual 
plant can operate more efficiently and 
more economically when the atmosphere 
is free of dust, dirt, lint, and similar 


Table I: industrial Rooms and Areas 
Using Air Conditioning 


Individual offices 
Large office areas 
Conference rooms 
Rest rooms 

First-aid stations 
Control rooms 
Assembly areas 
Drafting rooms 
Cafeterias 

Dining rooms 

Test rooms 

Research laboratories 
Reception rooms 
Photo laboratories 
Record vaults 

Crane cabs 
Telephone exchanges 
Machine record rooms 
Tabulating rooms 
Classrooms 

Blueprint rooms 
Printing-press rooms 
Paint shops 
Engineering departments 


Table ll: Typical Precision Operations 


Using Air Conditioning 


Precision machining and grinding 
Tool and gage rooms 

Aviation and automotive assembly 
Abrasives manufacture 
Electrical-equipment manufacture 
Perishable-material storage 

Food processing 

Candy making 

Citrus-fruit storage 

Yeast manufacture 

Tobacco 

Pharmaceuticals 

Baking 

Chemical processing 

Film manufacture and storage 
Plastics 

Optical manufacture and assembly 
Laboratories 

Printing and publishing 
Synthetic-fiber processing 

Textiles 

Fur storage 

Leather storage and manufacture 
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particles. In addition to contributing to 
better product quality, cleanliness, as 
mentioned earlier, can reduce plant-clean- 
ing costs. 

Besides the four factors discussed 
above, control of the rate of chemical or 
biological reactions are two more ele- 
ments sometimes arising in precision 
manufacturing. Where they occur, air 
conditioning is usually the only suitable 
solution for accurate control of atmos- 
pheric conditions within the plant work 
areas. 


atmospheric contaminants 


In addition to air conditioning, control 
of atmospheric contaminants is often re- 
quired in industrial plants. Three types 
of systems are commonly used for this 
service: dilution, local exhaust, or a com- 
bination of exhaust and dilution. 
Dilution-type systems are generally 
used where contaminants originate at a 
number of different points throughout the 


working area. Outside air, introduced 


into the working area, dilutes the inside 
air to reduce the concentration of the 
contaminants to a safe level. It is essen- 
tial in the design of any dilution-type 
system that the sources of contamination 
be accurately known, otherwise the air- 
supply equipment cannot be properly 
sized for maximum safety and economy. 
Undersize equipment can lead to danger- 
ous atmospheric conditions while over- 
size units will prove uneconomical over 
a long period of time. 

Local-exhaust systems are used for 
mists, dusts, fumes, gases, and vapors 
originating in relatively small areas 
within the plant. Hoods, booths, or cano- 
pies of various designs are used to “cap- 
ture” the contaminant so that it can be 
drawn from the area and exhausted to a 
safe area outside the plant. 

To reduce the cost of dilution-type 
systems, local exhaust is often used in 
combination with dilution. Fumes, vapors, 
gases, etc., are exhausted where they 
occur. The particular work area is then 


Table I1!: Typical Indoor Temperature and Humidity 
for Industrial Air-Conditioning Systems* 


| Classification 


Materials, location, or process 
Men 
General machine-shop work 
Drafting rooms 


Offices 


Employe 


Rough castings 

Ceramic materials 
Pharmaceutical powders 
Sugar 

Paper 

Electrical goods 

Flour 

Rubber 

Grains 

Hardened aluminum alloys 


prior to 
manufac- 
turing 


Manu- 
facturing 
process 


Machine-tool oil cooling 





Ceramic molding 


Assembly line 

Gage rooms 
Instrument calibration 
Match manufacturing 


Paper-testing laboratory 
Textile-testing laboratory 
Special process temperature boxes 
Chemical laboratories 
Fibers and plastics 
Drafting 
Temperature-shock tests 


| Research 

| and 
develop- 
ment 





Precision-parts honing machinery 


Manufacturing of electrical wiring 


| Relative | 


Temperature humidity 


F 
78-80 50 
78-80 50 


Figure 


60 
35-50 
40-50 | 
50 
50-55 
50 
55-65 
65 
—100 to +170 

78 

70-75 

78-80 
—80 to +150 


50 
50-65 
45-50 














“From “indoor Climate and Refrigeration for Post-War industry,” by E. K. Heglin, Cleveland 


Engineering, Vol. 40, No. 27. 
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trial air-conditioning 
often have large centrifugal re- 
frigeration units, 
shown (below). 


diluted with outdoor air to reduce the 
concentration of any other contaminants 
that may be in the plant atmosphere. 


design conditions 


Four categories are usually assigned to 
design conditions for industrial air-con- 
ditioning systems—employe comfort, stor- 
age of material prior to manufacture, 
manufacturing, and development and 
research. 

Typical indoor-design conditions found 
suitable in a large number of industries 
are given (Table Ill). While specific 
circumstances may require that these con- 
ditions be altered, they are satisfactory 
for the majority of industrial plants. 


air-conditioning equipment 
Two general types of air conditioning 
apparatus are available for industrial 
plants — central systems and unit sys- 
tems. Both find use, depending on the 
specific requirements of a given plant. 
Central systems usually serve several 


indus- 
systems 


1—Central-type 


like those 


Photo: courtesy Carrier Corp. 
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diferent rooms or areas—the fans, filters, 
heating and cooling coils, and casing be- 
ing located outside the rooms or areas 
served. The investment cost for a central 
system is often lower than for a unit 
system when the cooling load is large 
enough to justify the central-type ap- 
paratus. Equipment for a central system 
can be located in the building basement, 
truss space, attic, or other area having 
little use for production or occupancy. 
Maintenance of equipment ‘n a central 
system is generally easier because more 
space is available and access is simpler. 

Unit systems generally serve one room 
or area or, at most, a relatively small 
number of rooms or areas. Self-contained, 
they are characterized by compactness, 
portability, and freedom from noise. Usu- 
ally, they must be placed in the area 
Central sys- 


tems, on the other hand, may be far 


served or very close to it. 


from the area served, if necessary. Main- 


tenance of unit systems may sometimes 


be more expensive than central systems 


Figure 2 


because access to various parts is more 


difficult. 


initial and maintenance costs 
The cost of air-conditioning equipment 
varies considerably with unit size, ca- 
pacity, load served, degree of control 
required, and a large number of other 
factors. One ASHACE survey shows that 
refrigeration-equipment costs for a typical 
central system—complete with heating 
and cooling coils, controls, fan, ducts, etc. 

were $250 per ton for a 25-ton installa- 
tion but only $158 per ton for a $500- 
ton installation. Air-handling equipment 
for these same installations, including 
ducts, fan, coils, etc., costs $1.05 per 
cu ft of air per min and $0.82 per cu ft 
of air per min, respectively. 

Operating costs vary considerably, de- 
pending on the duration of the operating 
period, type of equipment, geographical 
location, degree of control required, etc. 
In general, it is difficult to give values 
applicable to all classes of installations; 


Central-type conditioning appara- 


tus for maintaining desired temperature and 
humidity conditions (left). 


Figure 3—Air distribution 


duct in test 


area has diffuser outlets to prevent uncom- 
fortable drafts on room occupants (right). 


Photos: Joseph W. Molitor 


Figure 4 
lead-melting pot 


the same is true of maintenance costs. 
However, various surveys show that the 
annual over-all operating costs for cen- 
tral-type systems, serving summer and 
winter loads, run between a low of 15 
cents per sq ft of floor area served to 
a high of 50 cents per sq ft of floor area. 
include routine mainte- 


These figures 


nance of the equipment. 


the future 


The air-conditioned industrial plant is 
here to stay—of that there is no doubt. 
Architects and engineers designing to- 
day’s and tomorrow's plants must be 
more ready than ever before to meet the 
requirements of industry for a controlled 
atmosphere in the majority of plants. 
The wide variations in requirements from 
one plant to the next prevent any simple 
rule-of-thumb solutions to design prob- 
lems. Considered judgment, careful 
study, and thorough design provide the 
only sure means of satisfying industrial 


air-conditioning needs. 


Exhaust hood for 


(left). 


removal of jumes 


exhaust ventilation in industry 


Figure 5 


jrom a 


This is one example of local 


Extreme low temperatures characterize indus- 


trial processing and research in some industries (below). 


Temperature here is 


65 f 








Figure 1—various exhibits of textured stainless- 
steel sheets. Although this metal has a distinc- 
tive color of its own, additional colors can be 


obtained by glazing. Translucent glaze permits 


curtain 


Just completed is Curtain Walls of Stain- 
less Steel 


ton University’s School of Architecture 


a study prepared by Prince- 


for the Committee of Stainless Steel Pro- 
ducers of American Iron and Steel In- 
stitute. Although the full report is now 
available' and must be considered an 
essential addition to the architectural li- 
brary, the following discussion should 
highlight the contents sufficiently to in- 
dicate the character and value of the 
study as well as be of some immediate 
use, 


' Architects and engineers may obtain free copies by 
writing on firm letterhead and mailing request to Richard 
&. Paret, Committee of Stainless Steel Producers, ASI, 
350 Fijth Avenue, New York, N. Y. 
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quality of metal to show through. 


walls of stainless steel 


At the outset, the project staff agreed 
for its own purposes that a curtain wall 
is one that is made up of thin-sheet ma- 
terials in large panels. Actually, their 
study includes an extensive examination 
construction — 


of metal curtain-wall 


stainless steel, aluminum, _porcelain- 


enameled steel, and carbon steel. Par- 
ticular emphasis for this report, natu- 
rally, was placed on determining how 
stainless steel might be designed most 
effectively. Stainless steel combines two 
fundamental and highly desirable quali- 
ties: these are strength and durability. 
The metal, however, is expensive in that 
the cost per pound is high in relation to 


most other materials. It is obligatory, 
therefore, that the reduction of weight 
be exploited, through intelligent design, 
in order to render stainless steel com- 
with other materials 


petitive in cost 


even those having shorter life or 


higher maintenance cost. As the re- 
searchers brought together the various 
aspects of their study there was no at- 
tempt to design prototype curtain walls, 
but rather an effort to help establish a 
foundation on which others can design 
and build. 

that it 


architects 


This research is unusual in 


was conducted entirely by 


whose sole objective was to develop use- 
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ful information for the architectural de- visory committee of distinguished prac- not look like masonry walls. Analysis 
signer. Contrary to the nature of “re- ticing architects and engineers, and by of advanced structures both in the U. 5 
ports” which normally are not classified an advisory committee of the AISI. and abroad has revealed two basically 
as “good reading,” this study is criti- different concepts: (1) the relatively 


hanging concepts of the wall a 
. eins © smooth facade—characteristic of most 


cally written and the findings are pre- 
sented in a manner that is attractive to Today's walls should be able to exclude work jn this country; (2) facades with 
the architect. or admit, to keep out or let in, as de- considerable depth resulting from the 
The project staff included the follow- ‘ited, light, air, heat, cold, wind, vision, yee of sun shades or balconies or both 
ing members of Princeton’s School of 4°Fs, sounds, and certain animals and more prevalent in Latin America. Within 
Architecture: John Hancock Callender, people. Or as James M. Fitch observed these broad groups, various subdivisions 
Henry A. Jandl, Robert W. McLaughlin the modern wall should be thought of alco exist. Such a rigid categorization 
(Director of the School), and James C. "0° 45 a barrier but rather as a filter. of curtain walls might lead some critics 
Ritchie. Technical assistants were: Leon (7 able I lists characteristics of the ideal to register a concern that the develop- 
Barth, Alfred E. De Vido, Theodore Wil- ©#7tain wall.) Such a wall obviously re- ment of curtain walls will bring build 
liam Kleinsasser, Jr., William H. Roehl, duires a new form of architectural ex- jngs that all look alike. The project 
and Arthur N. Tuttle, Jr. These men Pression. Walls of thin-sheet materials, staff for this report points out with can 
were assisted by consultants from other ¢ven if backed up by masonry, should dor that should such a situation arise. it 


departments of the University, an ad- — * american Building (Boston: Houghton Mifflin Co., 194 will be from the architects’ choice and 


CORE 


: ™ 


EXTERIOR“ INTERIOR, 












































# 


TABLE !|—Characteristics of the Ideal Curtain Wall 


Durability Life 100 years (minimum 40) 
Thickness maximum 5") 
Weight 5 psf (maximum 15) 
Insulation U = 95 Btu (maximum 0.15) 
Fire resistance !ncombustible (2 hr where required) 
Strength Resist 150 mph wind (minimum 100 mph) 
Weatherproof On outer face 
Vapor proof n inner face 
Ventilated and drained For ntrol of internal moisture 
Ventilated f ummer cooling 
Flexible Provide for expansion and contra 
Removable Panels easily removable for repair 
Sound transmission Reduction 50 db [minimum 25) 
Sound-deadened nst impact of rain and wind 
Size Large units, 25 to 100 sq ft (minimur 
Adaptable types of building framing 
Erection Installed from inside the building 
Attachment uilding simple and positive 
Handling Easy, preferably by manpower 
Shipping Easy, by standard transportat 
Fabrication me -can be done in any reasonat 
Appearance Attractive ; not ¢ refle 
Maintenance one required—no painting, calking 


Cost jerate—competitive with conventi 


October 1955 129 





materials and methods 





not from any technical necessity. Re- are characterized by very high strengths at high temperatures. Type 302 is the 
search has led the staff to predict that (Table II). These alloys are heavier general-purpose stainless steel and the 
facades with depth will increase in im- than carbon steel and, posing an addi- one most often used—especially for out- 
portance in the U. S. during the coming tional consideration for the designer, door applications. Where exposure to 
decade. The report also reminds the they have a higher coefficient of thermal salt spray poses a particular problem, 
reader that stainless steel has certain expansion. Significantly, however, they Type 316 (containing 2-3 percent molyb- 
characteristics that make it particularly retain a remarkable amount of strength denum) is to be recommended. Type 
well suited to the fabrication of shading 
devices, 


) 


Figure 2. 
survey of buildings 


More than two dozen metal curtain walls 
of all types were critically su: veyed. 
Purpose of the survey was to appraise 
the over-all appearance of the building 
facade as an architectural expression of 
curtain-wall construction and to appraise 
specifically the design of the curtain 
wall employed in each case. Illustrated 
with text, photos, and detail drawings, 
this section of the study represents an 
excellent documentation of the outstand- 
ing metal curtain-wall structures that 
have been erected during the last five 
years. Included are: General Electric 
Turbine Building, General Motors Tech- 
nical Center, 525 William Penn Place, 
Alcoa Building, E. F. Hauserman Plant, 
Westinghouse Research Laboratory, 99 
Park Avenue Building, Mile High Cen- 
ter, Dallas Statler Hilton Hotel, the So- 
cony Mobil Building, and many others. 
All commercially available metal panels 
are also shown in detail drawings. 


design data 


Chromium-nickel alloys are the best 
known, the most corrosion resistant, and 


TABLE 1t!—Typical Properties of Stainless Steel Alloys 











Mean 
coef. of 
Chemical Melting Density thermal Yield Ultimate | Elongation Mod. of 
Material composition range Ib/cu ft expansion strength strength percent clenicty 
percent F in/in/°Fx 10° psi psi in 2 psi x 10 
(32-212 F) (annealed) | (annealed) | 


| 








Type 301 | Cr 16.0-18.0 9.4 40,000 110,000 

Ni 6.0— 8.0 
Type 302 Cr 17.0-19.0 9.6 40,000 90,000 
Ni 8.0-10.0 
Type 316 Cr 16.0-18.0 8.9 40,000 90,000 
Ni 10.0-14.0 
Mo 2.0— 3.0 
Type 430 Cr 14.0-18.0 5.8 75,000 





Type 442 | Cr 18.0-23.0 ‘ 80,000 
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430 (containing no nickel) is the taken as the point at which the curve in- gage: the thinner the gage the narrower 
straight-chromium stainless steel most  tersects a straight line parallel to the the sheet (Table //]). Stainless sheet- 
used in building work. Nickel-bearing lower (straight) part of the curve and steel can be roll-formed, pressed, bent, 
stainless steels differ from carbon steels, .2 percent offset from it. sheared, welded, and soldered. Tooling 
and some other metals, in having no Stainless steel is available from the costs for rolls and dies are considerable 
clearly defined yield point (Figure 2). mill in coil stock or in cut sheets. Maxi- and therefore these processes are eco- 
The yield point has been arbitrarily mum widths that are available vary with nomical for mass production only. For a 
single building or a group of buildings, 

TABLE I11—Maximum Widths for Gages brake forming is the most economical! 

fabricating method. All types of weld- 


ing can be performed on stainless stecl. 


Gage Width 


A welded joint develops the full strength 
of the joined material and is fully cor- 
14 (.078") 72° rosion resistant. Welds can be ground 
a poll a down and the adjacent area refinished to 
20 (.038") rp 
22 (.031") 66" 
24 (.025") 60” finishes 

26 (019°) 49" Finishes No. 2D and 2B are standard 
- et aa mill finishes available at no extra cost 
32 (.010") 36” 


make the joint invisible. 


while finishes No. 4 and 6 cost from 20 


to 59 percent more (Table IV). For 


curtain walls that are designed to cover 

TABLE IV—Standard Stainless Steel Finishes an entire facade or a structure, luxury 

“- ; finishes are unnecessary and finishes 2D 

No. 2D (Dull cold rolled) suitable where a nonreflective effect is 
desired. 


No. 2B (Bright cold rolled) somewhat brighter than 2D but not as high 
a luster as a polished finish. 


and 2B are reported to be entirely sat- 
isfactory. It is recommended that a 2D 
finish should be used for flat sheets and 
No. (Polished) this is the finish most used for architectural trim. a 2B finish for textured sheets. Finish 
It can be matched in blending welds and covering fabrication No. 4 exhibits a remarkable property of 
markings. It is bright but not extremely reflective. reflecting any light source, regardless of 


(Polished and tampico brushed) this is a No. 4 finish brushed its shape, as a brilliant straight line 
with tampico fiber. The finish is conservative, soft, and of 


low reflectivity. (Figure 3). On a city building, sur- 


rounded by street lights, traffic lights, 


and moving auto lights, this reflective ef 
Figure 3—reflectivity of stainless-steel finishes. fect can be very disturbing 


texture 
A wide range of textures is available to 
the designer of stainless-steel curtain 
walls. Textured sheets can be rolled 
with patterns ranging in depth from .005 
to 1144” and in width from 4” to 8”, 
Patterns are of two general types—all- 


over and one-directional. The shallower: 





patterns are referred to as embossed and 
the somewhat deeper ones are often 
called “rigidized”—also a trade name. 
“Textured” has been used in this report 
to designate both types. Patterns are 
available in sheets up to 36” in width. 
It should be pointed out, however, that 
the designer must use caution with the 
deeper all-over patterns since they pre- 
sent joint problems—particularly verti- 


cal ones that are difficult to make tight. 
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the 
short of the edges of the sheet which re- 


One suggestion is to stop pattern 
main flat; they then can be formed as 
desired. Or, the edges of the textured 
sheet can be reflattened and then formed. 
usually re- 
“fluted” 


having rectangular, V-shaped, or curved 


One-directional patterns 


ferred to as “ribbed” or and 


are widely used and are fa- 
all. At 


their popularity is that when used ver- 


sections 


miliar to least one reason for 


tically (almost universal practice) they 
present no joint problems. 

Textured sheets have special advan- 
tages in that they can be used to in- 
crease rigidity, to break up reflections, 
unevenness and other 


and to conceal 


minor defects in the wall. Further, tex- 


ture not only lends visual interest and 
character to a wall but also helps to 
give scale to the building as a whole. 
For very important structures, the archi- 
tect may elect to design and specify his 


own choice of texture. 


color 


Although stainless steel has a distinc- 
tive color of its own which can be varied 
by the use of different finishes and tex- 
tures, naturally there are occasions when 
other or additional color may be desired. 
The most practical process for adding 
color to stainless steel in- 


The staff 


fers to use the word glazing rather than 


another 


volves glazing. project pre- 
enameling. This position has been taken 
because of the desirability of keeping in 
view as much of stainless steel’s natural 
metallic quality as possible, rather than 
the metal under an 


burying opaque 


enamel. Stainless steel has certain ad- 
vantages as a basis for vitreous finish: 
(1) A wall panel can be fabricated and 
glaze applied to those areas where 
color is desired, leaving the remainder 
in its natural state. This is not done with 
other metals because of the danger of 
deterioration in unprotected parts and 
possible induced enamel spalling. (2) 
Only face of exterior wall 
the 


No warp- 


the exterior 


units need be glazed — leaving 
backs in their natural state. 
age has been observed in stainless steel 
fired at a temperature of 1000 F with 
(3) 


Stainless-steel sheets need not be glazed 


glaze applied to one side only. 
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This 


the stainless steel to show through in- 


completely. characteristic allows 
termittently, lending sparkle to the ap- 
(4) Only one coating 
(5) Small 


flaws, not considered objectionable on vis- 


plied color glaze. 


is sufficient for stainless steel. 


ual grounds, do not appear to be impor- 
tant in glaze on stainless steel, whereas 
they become focuses of corrosion and 
spalling on other metals. 

Three 


glazes on stainless steel are: 


characteristics of 
(1) The 


glaze is most effective when translucent 


desirable 


rather than opaque, permitting the qual- 
ity of the metal to show through. (2) 
On patterned stainless steel, high points 


be left The 


clean metal must be polished after firing 


can uncoated (Figure 1). 


since the metal surface changes to a 


(3) 


On flat surfaces effective results can be 


brown color at firing temperatures. 
obtained with spattered finishes using 
one or more colors and exposing sub- 
stantial areas of metal. Discontinuous 
glazes minimize the problem of differ- 
ence in coefficient of expansion between 


glaze and metal. 


economy 


As mentioned before, since stainless 
steel costs substantially more per pound 
must be 


than most other materials, it 


used economically if it is to compete 


with other materials. Obviously, stain- 
less steel cannot be treated as a precious 
metal if it is to be used for the facing 
of entire buildings. For maximum econ- 
omy, stainless steel should be used in 
thin sheets (26 gage or thinner), have 
No. 2 


ribbed, or continuously backed with a 


finish, and should be textured, 


minimum of fabrication. Since texture, 
ribbing, and back-up all cost something, 
this expense must be balanced against a 
the the metal 


saving in cost of 


(Table V). 


preventing waviness 
When used in large flat panels, all sheet 
metals have a tendency toward waviness. 
This characteristic, when excessive, is 
generally considered very objectionable. 
Most important in the definition of vis- 
ual flatness is not the height nor the 
number of waves in a sheet of metal, but 


the steepness of the slope. If a 1/16” 


deviation were to occur in the center of 
a ¥ sheet with a gradual rise from each 
edge, the slope would be very slight 
(.0625 — 24 .0026 ) 


would appear to be flat. From a survey 


and the sheet 


conducted by the project staff, it was 
found that slopes of less than one per- 
cent were rarely visible and in no case 
considered objectionable, regardless of 
finish. Slopes of more than two percent 
were always visible and objectionable, 
except in the case of heavily-textured 
metal. Slopes as great as three percent 
were found to be acceptable in heavily 
finishes. To 


maximum 


and irregularly textured 


prevent waviness, slopes 
should not exceed one percent for No. 
2B and No. 4 finishes, 1.25 percent for 
No. 2D and No. 6 finishes, and two per- 


cent for heavily-textured metal. 


Causes of waviness were found to be: 
(1) 
sheets not flat when shipped from the 


minor production variations; (2) 
mill; (3) unequal stresses resulting from 
fabrication; (4) stresses resulting from 
erection; (5) expansion due to tempera- 
ture rise; (6) shrinkage of backing; (7) 
movement of building frame. 


In order to eliminate as much waviness 


as possible, the following recommenda- 


tions should be followed: (1) Avoid the 
(2) Avoid the 
(3) 
(4) 
(5) Specify a 


use of large flat panels. 


use of reflective finishes. Specify 


stretcher-leveled sheets. Use em- 
bossed or textured sheets. 
system of attachment to the building that 
puts no strain on the panel and allows 
no movement. (6) Specify that the face 
of the panel as installed on the building 


shall be flat 


(7) Use continuous backing behind the 


within limits prescribed. 
metal skin, either by laminating it to a 
flat, board-like material or by pouring a 
cementitious material directly behind the 
metal face. (8) If the metal face is not 
backed 


tween stiffening members should not ex- 


continuously, the distance be- 


ceed those recommended. 

Research developed that a lamination 
of thin stainless steel (.010” to .020”) to 
asbestos-cement board, gypsum board, or 
calcium-silicate board appears to be fea- 
sible. Further study is needed, however, 
before the method can be recommended 
for general use. Adhesives of either the 
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synthetic rubber or the epoxy-resin type 
appear to be suitable for this purpose. 
The epoxy resin seems to be somewhat 
superior to the rubber type, but costs 
about twice as much. Laminating should 
be done at low pressures. Although it is 
feasible to back up panels with formed 
edges, it is obviously much simpler and 
less expensive to laminate panels with 


flat, unformed edges 


bond 


Tests indicate that the natural bond be- 
tween stainless steel and aigh-quality 
stone concrete is capable of resisting the 
forces of shrinkage in the concrete and 
the thermal expansion of the steel. Nat- 
ural bond between stainless steel and 
lightweight-aggregate insulating concrete, 
however, can not be depended upon to 
resist the force of the shrinkage in con- 
crete. Use of an adhesive on stainless 
steel improves its bond to lightweight- 
aggregate insulating concrete sufficiently 
to enable it to resist the forces of shrink- 
age and expansion. Sandwich panels with 
stainless-steel faces appear to be prac- 
tical with any of the following core ma- 
terials: fireproof, precast insulating con- 
crete; incombustible. cement and excel- 
sior board: combustible, fiber insulating 


board with asbestos-cement faces. 


strength 
Curtain walls are by definition nonstruc- 
tural, but they do have to be strong 
enough to support themselves between 
floors and to resist the force of the wind 
as well as occasional impacts. Of these 
factors, wind is the most important. In 
most cases, a wall designed to resist wind 
load will have adequate strength for all 
other needs. The majority of codes spe- 
cify wind loads of 20 to 30 psf and this 
agrees with the recommendations of lead- 


ing authorities on the subject. 


attachment 


Unfortunately, there does not exist in 
steel-frame or reinforced-concrete con- 
struction the same dimensional precision 
in placement that is required for attach- 
ment of wall panels. It is necessary, 
therefore, that an intermediate element 
be introduced between the wall panel and 
the structural frame to provide the re- 


} 


(1) Intermediate elements must be introduced between wall 


panel and structural frame for adjustments. (2) Most « 
components of attachment are steel angles or plates with 

holes for alignment and adjustment. (3) A and B 

types of metal clips often used with pan-type wall un 
shows a continuous steel clip welded to back of wail panel 
(4) Simple adjustment device: hook-bolt with lock nuts 
Metal shoes welded to frame make strong attachment devices. 
(6) Custom designed bearing plates provide positive fastening 
at point on wall unit where maximum support is required. (7) 
Peerless wedge insert permits shelf angle to be adjusted 
smoothly to exact position desired. (8) Threaded insert de- 
signed so that bond is developed to utilize full strength of bolt 


(9) Continuous slotted insert insures positive bond to 


(10) Unistrut insert. Continuous slot in channel permit 


tachment anywhere along length of channel 


TABLE V—Index of Relative Costs /Sq Ft 
of Stainless Steel Sheets’ 


Gage Thickness Weight Width 


No. In. psf 48" 


14 078 3.281 1.02 
16 063 2.625 | 82 | .84 
18 050 2100 | 66 | 68 
20 038 1.575 | 51 | .53 
22 031 1.313 | 44 | .4 
24 | 025 1.050 | .36 | .39 
% | 019 | .788 | 29] 39 
28 016 656 | 25 29 
30 013 525 24 

32 010 426 22 


* Based on a unit of Type 302 No. 2D or 28 finish sheets in iengths of 60 to 
120 in., paper wrapped, quantities of 10,000 Ib. and over, as determined 
by“one producer as of July 6, 1955. 

Factor of 1.00 arbitrarily assigned. 
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quired adjustment. Components of at- 
tachment devices that may be used with 
the various systems of curtain-wall attach- 
(Figure 4). 


ment are shown 


joints 
Every joint between panels or wall units 
is potentially a weak point for the even- 
tual penetration of water and air. The 


best method of designing a joint is first, 


to make it as weathertight as humanly 


possible, and second, to assume that it 


will nevertheless leak and provide posi- 
tive means for conducting the moisture 
out of the wall. A number of successful 


joint methods are illustrated (Figure 5). 


suggested designs 


Three basic systems are suggested for 


curtain walls of stainless steel: general 


tongue and groove 


Figure 5 


purpose system—primarily for one-, two-, 
or three-story buildings, such as schools, 
small office buildings, etc. (Figure 6A); 
multi-story system—essentially for ele- 
vator structures such as office buildings, 
(Figure 68); 


primarily for walls of 


apartment buildings, etc. 
industrial system 
buildings such as factories where large 
enclosed usually without 


areas must be 


openings (Figure 6C). 


mullion window-stop 


joints, Good joints must prevent air and water 


leakage, have flexibility, control moisture, and permit no 


through conductivity of metal. Tongue-and-groove joints 
simplify erection and speed up installation, Spline joints 
allow flexibility for replacement, removal, and expansion. 
Mullion window-stop joints can be used without change 


for materials of various thicknesses. 


Easily assembled 


from store-front sections. Interlocking joints are widely 


used on large expanses of walls. Batten joints have flexi- 


bility and offer a wide variety of possibilities in design. 
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Figure 6—joint details for three basic systems. 
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UNIVERSITY OF MARYLAND 


New Main Gymnasium and Arena—Architects: Hall, Border & Donaldson, Baltimore 


HIS Beautiful New MARYLAND FLOOR with the HILLYARD 

FINISH for Champions invites play by the nation’s top-ranking 

teams. At the same time, the superb toughness of the floor finish is more than 
adequate to take the punishment of every activity planned for this giant new arena. 

This floor was sealed with Hillyard’s Penetrating Seal No. 21, followed by Hillyard Gym 
Finish. The Hillyard “Maintaineer” planned the treatment program, 


and supervised the entire finishing. 


The Hillyard Maintaineer in your vicinity will gladly give you the same consulting and 
advisory service, without charge or obligation. He will act as your 





“Job Captain.” Just mail the coupon below. 


Assure Maryland’s Gym Floor 


@ Controlled Light Reflection for greater spectator enjoyment 


@ Takes heavy wear years longer 


@ Will not flake nor crack 


@ Will not rubber burn nor yellow with age 


@ Ils non-skid and no-glare for faster safer big-time play 


c F 
. q 
. 
o=<- = = ee oe oe le & ~—_— ee ee ee ee a oe 


HILLYARD CHEMICAL CO. 

St. Joseph, Mo. 

C) Please have a Hillyard Maintaineer consult with me on the 
finish or treatment for floors. 

() Please send free Hillyard Guide “How to Plan Gym Floors 
for Favorite Sports.” 





Institution 





City . 
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Ask for Your Free Hillyard Guide 
Instructions with measurements, how 
to mark your gym floor for favorite 
sports. Mailed promptly upon request. 


ST. JOSEPH, 
MISSOURI 





Passaic, N. J. 


San Jose 
Calif. 


Branches in Principal Cities 





by Ben John Small 





Kentile kontribution 


Love those lads over there at Kentile, 
Inc. It is perfectly swell of them to give 
a little thought to the practical problems 
of the specifier. Their new specifications 
sure have us ball-point pen pushers in 
mind. Tell you what they've done. They 
must have peered over the round shoul- 
ders of specifiers to learn that we like 
manufacturers to print their specifica- 
tions on one side of expendable paper 
(so that we can cut and paste to our 
heart’s content), to duuble space the copy 
(so that we can comfortably edit the 
stuff to suit the project), to provide as 
many copies as we wish (so that we do 
not feel we are destroying sacred and 
rare writings), to write comprehensively, 
clearly, and concisely (Lord love their 
streamlined little hearts). These guide 
specifications cover a full line of resilient 
flooring materials. For the Federal Speci- 
fications addicts there are appropriate 
numbers wherever applicable, but here 
is what makes these spex most unusual. 
In the “gutter space” to the left and 
right of the copy (which contains the 
usual parenthetic multiple choices), there 
are informal comments which make you 
feel there is an unobtrusive Kentile tech- 
nician in the room advising you all the 
way. This unseen adviser kibitzes on 
composition, care, colors, costs, and what- 
all. Thank you, Kentile, for saving us 
much trouble and time. Ask ‘em for a 
copy—what am I saying?—ten copies. 


works clerks 


In the event some 2 o'clock in the after- 


noon Mr. I. Rate Client telephones to 
inquire what in blazes is a “Clerk-of-the- 
Works and since I’m paying for the 
bloke what does he do?” you up and say 
to him, “Hold the wire a minute please, 
lil read it to you, or better still, I'll 
send Ben John Small’s column in P/A 
which describes in nauseating detail the 
function of said gentleman.” My office 
(LaPierre, Litchfield & Partners) uses 
it so there you are and here it is: 
1. Field Inspection 
(a) Project shall be inspected peri- 
odically for compliance with Contract 
Documents. No deviations shall be 
permitted without permission of Archi- 
tect and Owner. Such deviations, if 
approved, shall be subject to a written 
letter, Proceed Order, or Change 
Order signed by parties involved. 
(b) Disputes among separate Con- 
tractors shall be, if possible, resolved 
amicably in the field. If this cannot 
be done, Architect shall be requested 
to rule on dispute. Work of separate 
Contractors shall be co-ordinated to 
avoid conflicts and wiih view of early 
occupancy. 


(c) Work subject to a Change Order 
shall be checked carefully for quanti- 
ties and compliance with terms of 
Proceed Order or Change Order. 
(d) Unapproved deviations from Con- 
tract Documents which Contractor re- 
fuses to correct shall be reported im- 
mediately in writing to Architect. 
(e) In cases where building, utilities 
or site work is endangered by action 
of Contractor or the elements, Clerk- 
of-the-Works shall give instructions to 
saieguard work; notify Architect im- 
mediately of instructions given. 
(f) Clerk-of-the-Works shall not in- 
terpret Contract Documents for Con- 
tractors. If there are any questions or 
conflicts, Architect shall be consulted 
for a ruling. 
(g) Clerk-of-the-Works shall keep field 
notes for following: 
(1.) Log book or diary with 
weather and narrative report of 
operations. 
(2.) Record and sketches regard- 
ing extras or credit of quantities 
where Unit Prices are involved or 
where cost cannot be determined 
in advance. 
(3.) Record of boulders or rock, 
giving size, when and where found, 
(4.) Progress for payments, 
(5.) Progress for Reports. 
Partial Payment 
(a) Contractor’s accepted cost break- 
sub-break- 
downs will be utilized in calculating 
partial monthly 
tractor. 
(b> Progress shall be noted on job 
site by Clerk-of-the-Works at end of 
each month for partial payment pur- 
poses. This progress shall tie in with 
Contractor’s approved cost breakdown 
or sub-breakdowns. 
(c) Careful checking is imperative to 
avoid overpayments. 
(d) Preliminary pencil copies shall 
be prepared by Contractor and sub- 
mitted to Clerk-of-the-Works fo 
checking prior to Contractor prepar- 
ing required typewritten forms. (This 
may be done at any time around first 
of month.) 
(e) Material delivered and stored on 
site may be certified for payment pro- 
vided paid invoices are furnished by 
Contractor. Invoices shall be checked 
against partial payment request for 
correctness of quantity, price. Clerk- 
of-the-Works shall ascertain that ma- 
terials are on job. 


down and any necessary 


payments to Con- 


3. Proceed Orders and Change Orders 


(a) Changes in Work which involve 
increase or decrease in Contract Price 
shall be subject to a Proceed or 
Change Order in forms prescribed by 
Architect. 


spec small talk 





(b) Change Orders shall be accom- 
panied by signed itemized Proposal 
and other necessary data furnished by 
Contractor. Six copies of Change Or- 
ders are required. 

(c) Proceed Order is indicated when 
definite quantities cannot be ascer- 
tained such as in latent soil condi- 
Proceed Orders shall be lim- 
ited to specific sum for work to be 


tions. 
done. If sum proves insufficient, ad- 
ditional Proceed Order shall be issued. 
(d) Basic principle of Proceed or 
Change Orders is thet all parties in- 
volved are agreed that work is re- 
quired and price is equitable before 
change in work is ordered, and Pro- 
ceed or Change Order made up. 

(e) Proceed and Change Orders shall 
be checked carefully for quantities, 
prices, clarity. 

“As Built” Drawings 

(a) “As Built” drawings when re- 
quired by Specifications shall be pre- 
pared by Contractor. It is duty of 
Clerk-of-the-Works to see that the nec- 
essary measurements are taken be- 
fore the work is covered up. 


5. Job Meetings 


(a) Clerk-of-the-Works shall: 
(1.) Approve previous Job Meet- 
ing reports. 
(2.) Avoid possibility of delay due 
to shortages of materials or labor, 
or failure of Contractors to expe- 
dite work satisfactorily. 
(3.) See that shop drawings are 
submitted promptly. Request list of 
required shop drawings and dates 
to be submitted. See that shop 
drawings are checked promptly. 
(4.) Resolve Contractors’ prob- 
lems. 
(5.) Report for record Contractors’ 
anticipated progress; obtain dates. 
(6.) See that the Progress Chart 
is kept up-to-date; report any fail- 
ure to adhere to same. 


6. General 


(a) Clerk-of-the-Works shall: 
(1.) Keep daily log. 
Construction Division of Office. ) 


(Copy to 


(2.) Prepare weekly report, in du- 
plicate, for Construction Division. 
(Copy to Clerk-of-the-W orks. ) 

(3.) Prepare pencil copy, for Su- 
pervisor, of Certificate of Payment. 
Check quantities for Certificate of 
(Files shall contain 
method used for checking. ) 


Payment. 


(4.) Prepare Change orders for 
Supervisor's signature. (Files shall 
contain method used for checking, 
including breakdown. ) 

(5.) Conduct Weekly Job Meet- 
ings in absence of Supervisor. Sub- 
mit pencil draft covering meeting 
for editing, typing, distribution. 


October 1955 
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Grisdale & Van Alen, Architects 


CHURCH 


Carroll, 








138 Progressive Architecture 





i FACE OF BRICK WALL 
ALONG CORRIDOR, 


BLOCKING 
CALKING 


BRICK 
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Wall Plan 


3/16" SCALE 








3/4"n 42" 


Lenten. ( CLASSROOM $IDE ) 


ADJUSTABLE WOOD SHELVES ON METAL STANDAB,DS 


U 





FABRIC COVERED PLYWOOD PANELS TEACHERS DESK DRAWERS SHELVED CUPBCARDS 


ELEMENTARY SCHOOL, Darien, Conn. 
Ketchum, Giné & Sharp, Architects 
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For lighting at its best... Plexiglas 


Fine buildings deserve fine lighting. That is why more 
and more owners of buildings, and their architects, 
are specifying lighting equipment with diffusers made 
of PLexic.ias®. This acrylic plastic gives them lighting 
at its best, because it provides: 

PERMANENCE. Rigid, strong and durable, PLExIGLAs 
is noted for resistance to discoloration and to breakage. 
It complements the firm, solid appearance of floor, 
wall and ceiling surfaces. 

QUALITY ILLUMINATION. PLexicLas provides max- 
imum transmission and complete diffusion of light, 
yet has low surface brightness that is easy on the eves. 


DECORATIVE APPEAL. When lighting fixtures have 
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diffusers made of PLEx1iGLas—most beautiful of all 
types of plastics—they are highly attractive in appear- 
ance, lighted or unlighted. 

For complete satisfaction in lighting, make sure your 
plans include the use of PLExIGLAs. We will be glad to 
send you_a folder that shows many of the diffuser 
shapes and designs that are available. Just ask for 
“Architectural Lighting with PLEXIGLAs.” 


ROHM & HAAS COMPANY 
Washington Square, Philadelphia 5, Pa. 


Representatives in principal foreign countries 


Oak Cliff Savings and 
Loan Building, Dallas, 
Texas. Lighted 
throughout by recessed 
fluorescent luminaires 
with diffusers of 
PLEXIGLAS. Architects: 
Prinz and Brooks. 





Canadian distributor: 
Crystal Glass & Plastics, 
Ltd., 130 Queen's Quay 
at Jarvis Street, 

Toronto, Ontario, Canada 
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Working area of First Federal Savings & Loan Associa 
tion, Denver, Colo./ W. C. Muchow, Architect. Color 
Plan: golden brick/ steel painted black/ doors, counter- 
tops, desktops painted Swedish blue/ ceiling rust color/ 
floor black/ furniture and tellers’ units bleached oak. 
Walls: brick masonry and glass/ Brick, Inc., Denver, 
Colo.; Floors: vinyl tile/ Robbins Bros., Inc., New 
York, N. Y.; Tellers’ Counters, Desks: Design Prod- 
ucts, Boulder, Colo.; Lighting: Gratelite ceiling/ Edwin 
F. Guth Co., 2615 Washington Blvd., St. Louis, Mo. 


Louise Sloane ba nN ks 


Marshall Brooks 


The architect’s versatility, imagination, and professional knowledge— 
together with his personal sensitivity to the humanities—are newly 
called upon to meet the design needs of today’s “friendly” banking polli- 
cies. With the fairly recent realization on the part of bankers that they 
—the same as merchants, industrialists, and manufacturers—have 
something to sell, bank design or redesign has taken on a completely 
different character. Gone is the desire to awe, to overwhelm, to belittle 
the depositor or loan-seeker. In its place is now the “customer” con- 
cept, with a warm, friendly atmosphere, a feeling of intimacy, a strong 
sense of service, all blending to extend a welcoming invitation. 

Branch banking, in or near residential and shopping centers, has 
of course been a factor in this new approach. The woman shopper be- 
comes a new bank customer, and it is for her that a fear-free, homelike 
atmosphere is designed, as well as for the thousands whose fuller pay 
envelopes demand previously unneeded banking facilities. 

In the six bank interiors that we show on the following pages, each 
architect has given distinctive expression to this new banking approach. 
Solidity and dependability are suggested through rich materials, skil- 
fully applied in their natural beauty, rather than through an excess of 
“decoration.” Customers are wooed to confidence by bankers who con- 
vey the up-to-dateness of their financial know-how via the modernity 
of their design taste. Vaults are displayed, not hidden. Tellers are 
screened, not caged. Openness is the keynote of the bank interior, with 
separate areas indicated only through color or texture contrasts. Light- 
ing is not merely functional; it is brilliant, decorative, even gay—con- 
tributing most importantly to the invitational aspect. 

That the new look is producing new business is underlined by 
Roy B. Blass, who says of his Western Savings & Loan Association 
(September 1955 P/A, page 110), “The alteration has been successful, 
since deposits increased approximately 100 percent in one year.” October 1955 141 
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banks 





client Fulton Savings Bank 
location Brooklyn, New York 
architects | deYoung, Moscowitz & Rosenberg 


data 


Design Theory: Use of rich, contrasting 
marble and limestone for texture, color, 
pattern. Walls from floor to ceiling 
are of imported Vaurion limestone 
from France. In contrast are six large 
matched panels of Rouge-Neuville (Bel- 
gian marble). The counter screen is 
in a brighter tone of Rosso Merlino 
marble. The mosaic floor is of the 
same marble as the wall! panels. 


cabinetwork 


All Cabinetwork: Henry Tannhauser & 
Sons, 32-26 10 St., Long Island City, 
N, Y. 


doors and windows 
Doors: Pioneer Fireproof Door Co., 8!! 
S. Fulton Ave., Mt. Vernon, N. Y. 


Windows: Superb Bronze Co., 3064 At- 
lantic Ave., Brooklyn, N. Y. 


equipment 


Bank Equipment: Art Meta! Co., i8/4 
E. 40 St., Cleveland 3, Ohio. 


furniture and fabrics 


Desks, Chairs: Jens Risom Design, Inc.., 
49 E. 53 St., New York 22, N. Y. 


Drapery: Jack Lenor Larsen, Inc., 60 E. 
58 St., New York, N. Y 


lighting 
Fixtures: Gotham Lighting Co., 37-0! 
31 St., Long Island City, N. Y. 


=: 
wa 
? 
3 
a 


Photos: 


Progressive Architecture 





data 


Design Theory: To obtain a sense of walls, ceiling, flooring Ceiling: acoustical plaster 
monurr entality in @ small structure, Wainut Panels: U. S$ 
simple building materials were used 
broadly: brick, inside and out; struc- 
tural-stee! framing members exposed; Brick: Acme Brick Co., Perla, Ark. 
mosaic-tile floors; walnut fixtures and 

paneling; acoustical-plaster ceiling. 


, Plywood Corr Lobby Floor: tile/2" gray square/ Mo 
55 W. 44 St., New York 36, N. Y saic Tile >., Pershing Rd., Zanesville 


Color Pian: Background colors in bland, 
natural tones—beige brick, natural linen 
drapery, beige-and-gold textured fab- 
ric, gray carpeting, gray tile floor, 
natural-walnut paneling and tellers’ 
cages. Strong accents are charcoal- 
gray structural members and white For- 
mica desk and table tops. Further color 
accents are provided by paintings and 
accessories, with upholstery colors 
keyed to the paintings (charcoal gray, 
yellow-green). 


doors and windows 


Exterior Doors: %ittsburgh Plete Glass 
Co., 632 Duquesne Way, Pittsburgh 22, 
Pa 


Interior Walnut Doors: The Menge! Co.., 
Fourth St. & Colorado Ave., Louisville, 
Ky 


Opening Sash: “Fenestra’’/ Detroit 
Stee! Products Co., 2250 E. Grand 
Bivd., Detroit |!, Mich. 


Shades: “Lattishade"/ Columbie Mills, 


Inc., 120 W. Onondaga St., Syracuse 2, 
N.Y 





equipment 
Banking Fixtures: Wade Mfg. Corp., 
Charlotte, N. C 
Check-Writing Counter: architect-de- 
signed/ Wade Mfg. Corp. 
Vault Door: Herring-Hall-Marvin Safe 
Co., 1550 Grand Bivd., Hamilton, Ohio. 


furniture and fabrics 


Desks, Sofas, Chairs: Herman Miller 
Furniture Co., Zeeland, Mich 


End-Tables, Chairs, Conference Table: 
Knoll Associates, 575 Madison Ave., 
New York 22, N. Y. 


Drapery at Window: Hil! Brown Corp.., 
29 W. 30 St.. New York, N. Y 


Drapery at Mezzanine: Kandell, inc., 
26) Fifth Ave., New York 16, N. Y. 


lighting 
Installed: Century Lighting, Inc., 52! 
W. 43 St.. New York, N. Y.; Art 
Metal Co., 18/4 E. 40 St., Cleveland 
3, Ohio. 
Portable: Blenko Glass Co., Inc., Mil- 
ton, W. Va 


_— eo 


Photos: Betty Baldwin 





Union Bank & Trust Company 


client Capitol Heights Branch 


location Montgomery, Alabama 
architects Sherlock, Smith & Adams 
partner-in-charge Charles M. Kelley 





furnishings / equipment co-ordination | Mercantile Paper Co. 


October 1955 
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banks 


client 
location 
architect 
data 


National Boulevard Bank 
Chicago, Illinois 
Harper Richards 





Design Theory: The problem was the 
remodeling of the main banking floor, 
formerly rococo. The new design is 
basically a simplification of the existing 
structure, with emphasis placed on dur- 
able and beautiful materials selected 
to express the feeling of a forward- 
thinking organization. A complete 
study of the bank's working methods 
preceded the redesigning, resulting in 
certain area changes. in accordance 
with the bank's policy, there are now 
no closed areas or private offices. The 
L-shaped interior lends itself to natural 
area divisions. Concentration of watt- 
age in working area and lower intensity 
over general public sections was ac- 
complished by combined use of incan- 
descent and R40 spots. (interior was 
winner of National Hardwoods Asso- 
ciation award, 1955.) 

Color Plan: Basic color is walnut, with 
werm beige marble and warm earth 
colors. Accents brass, terra cotta. 


cabinetwork 
Tellers’ Counters: custom-designed/ 
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walnut, beige Carrara glass, beige For- 
mica, brushed brass. 


doors and windows 
Entrance Door: Pittsburgh Plate Glass 
Co., 632 Duquesne Way, Pittsburgh 22, 
Pa. 


Blind: vertical blind/ beige/ controls 
southwest sunlight/ emphasizes ceiling 
height/ Thru-Vu Vertical Blind Co., 986 
Second Ave., New York, N. Y. 


walls and flooring 
Walnut Paneling: United States Plywood 
Corp., 55 W. 44 St., New York, N. Y. 


Wall Paint: Martin-Senour, 2520 S. 
Quarry, Chicago 8, Ill. 


Public Area Flooring: marble. 


Office Area Flooring: carpet/ Marshal! 
Field & Co., Contract Div., 111 Cap. N. 
State, Chicago 90, Ill. 


Work Counter Flooring: asphalt tile/ 
Armstrong Cork Co., Lancaster, Pa. 
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client 
location 


architect 


The Pennsylvania Company for Banking & Trusts, Germantown Branch 


Philadelphia, Pennsylvania 
Robert Montgomery Brown 











data 


Design Theory: The problem was to 
create an open, spacious branch bank 
nterior out of space formerly cut up 
nto a store, restaurant, and kitchen 
Interior was gutted to bare steel and 
masonry walls, and all new mechanical 
requisites were installed. Since there 
was no natural lighting except at er 
trance, lighting layout was a prime 
consideration 


Color Plan: Yellow terrazzo floor in 
public space. Brown rubber tile behind 
rails and counters. Ceilings, white 
acoustical tile. Walls, warm gray-buff 
Woodwork, natural walnut. Metal, all! 
tainless steel 


cabinetwork 
Counters: John A. Yohn Co 0S. 18 


+t. Philadelphia, Pa. 


lighting plan a major consideration 


terrazzo figor 


lighting 
Stock Fluorescents: Solarlite Mfg. Co. 
1357 S. Jefferson St., Chicago, Ii! 
Incandescent Downlights: Century 
Lighting, 521 W. 43 St New York 
N. Y. 
Cove Lighting: custom-designed/ exe 
cuted by Klemm Reflector Co., Phile 
Jelphia, Pa 

walls, ceiling, flooring 
Walls: painted/ Pittsburgh Plate Gla 
>0., 632 Duquesne Way, Pittsburgh 22 
Pa 
Ceiling: acoustical tile/ Johns-Man 
ville, 22 E. 40 St.. New York, N. Y 
Flooring: terrazzo/ Atlas Tile Co., 
Philadelphia, Pa.;: rubber tile/ Hood 
Rubber Co.—Div. 8B. F. Goodrich Co 


Watertown 72, Mass 


acoustical tile ceiling 
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ba nks client 


location 


architect 


data 


Design Theory: Since this small institu- equipment 
tion is located in a neighborhood busi- 
ness section, directly adjoining a resi- 
dential area, a homelike atmosphere 
was desired. Three small! stores for- 
merly occupied the quarters. Use of . . 
carpeting, soft colors and lighting furniture and fabrics 

scheme, residential character of design All Furniture: architect-designed/ exe- 
end materials, provided the desired cuted by Weber, Hilmer & Johnson, 
etmosphere. Open type of tellers’ cage 217 W. Monroe, Chicago, Ill, 


permits personal contact with deposi- Upholstery Materials: Gilford Leather 


tore Currency exchange section in Co., 515 Madison Ave., New York 
bullet-proof enclosure N Y ‘ _ : 


Fire-Proof Ledger Tube: Remington- 
Rand, Inc., 315 Fourth Ave., New York, 
N. Y. 


Color Pian: Carpeting in three shades 
of dusty rose. Ceiling, off-white acous- lighting 


tical tile. Walls, deep charcoal gray. Chandeliers, Wall Brackets: Gotham 


Upper wall area, pastel dusty rose. - - c 
Marble countertops, light ten. Cabi- a aaa 37-01 31 St., Long Island 
ity, . . 


network, pickled oak. Counter front, 
railing panels, upholstery, folding par Downlites: Curtis Lighting, Inc., 6135 
tition are turquoise. Stone wall of W. 65 St., Chicago 38, Ill. 
tar jrays, and rose, 
walls, ceiling, flooring 
Private Office Walls: Gilford Leather 

cabinetwork Co. 
Tellers’ Cages, Counter Work, Check Stone: Crab Orchard. 
Desks, Railings: LaSalle Cabinet Co., Permacoustic Ceiling Tile: Johns-Man- 
112 W. Superior, Chicago, Ill. ville, 22 E. 40 St., New York, N. Y. 
Currency Exchange Section: Chicago Carpet: “Bondsett''/ James Lees & 
Bullet-Proof Co., 3312 S. Western, Chi- Co., Bridgeport, Pa. 
ago, Ill. 

re accessories 

partitions Calendar and Pen Sets: Marsh Bank 
Folding Partition: Robert Arnold Co., Equipment Co., 4832 N. Lincoln, Chi- 
3420 W. Irving Pk., Chicago, Ill. cago, Ill. 





Western Savings & Loan Association 


Chicago, Illinois 
Roy B. Blass 








Hedrich-Blessing 
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client 


location 
architect 


associates 





Harmonia Savings Bank 
Morris Avenue Office 


Elizabeth, New Jersey 
George W. Clark 


Walter C. Pfeiffer and Hoggson Bros., Inc. 


data 


Design Theory: This bank sted on 
the fringe of a residential area, 3 
branch of a downtown bank. The entire 
front wall of gla nvite ustomers to 
enter. Inside, a friendly, open effect 
s achieved by low nter screen be 
fore tellers, instead of cages. An in 

mal waiting area eparated from 
n banking area by ct r 

terrazz to pe r v t 


Coler Plan 


werr 


cabinetwork 
Counterscreen: John Langenbacher Co.., 
Inc., 550 Barry St.. New York 59, N. Y. 
Locker Units: Steel Equipment Corp 
Aurora, Ill, 


doors, partitions, windows 
Wood: John Langenbacher Co., Inc.; 
U. S. Plywood Corp., 55 W. 4 St., 
New York 36, N. Y.; Roddis Plywood 
Corp., Marshfield, Wis 
Kalamein: Empire Door Co., 43! 
ern Bivd., New York 55, N. Y. 
Glass: Schacht Associates, | 
56 St.. New York 59, N. Y.; 
Co., 1105 N. Front St., Nile 
Partitions: wood and gle 
nbacher Co., Inc 


Windows: Kawneer 


equipment 


Vault Equipment: The M 
320 Fifth Ave., New York 


Robe Lockers 


Clocks: Interr 
rf 510 

N. J.: Howard 

and, Mich 


lighting 
Fixtures: Light 
New Y 


n 4 


furniture and fabrics 


Furniture: He an M 


Drapery: Ber 
T k, N.Y 


Upholstery: | ¢ ler Furniture 


walls, ceiling, flooring 
Plaster: E. 8 arley & »., 73-14 97 
Rd., Jackson Heights, N. Y. 


s! Art Decorators, In 
¥ 


Paint 
5 E. 40 St., New rk, N.Y. 


Ceiling le/ Armstrong 


k Pa 


Flooring: + 2 Del Turco 8B 
25 Ve ve.. Newark N,. J. 
Carpet 2%5 


; Ave 


Rubber Tile 


% Nict A 


Asphalt Tile: Kent 
”Ay B klyn 15 
Linoleum: A t 


aste Pa 


accessories 
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“California Designed” exhibit at M. H. de Young Memorial Museum, San 
Francisco, showed more than 250 jury-selected examples of furnishings new 
on the market this year. Products were displayed in settings designed by 
Campbell & Wong. Deep-blue-stained floors, dark green wall panels, set off 
vivid contrasting colors in the new furnishings. Oriental, Mexican, Scandina- 
vian influences contributed to the “soft, warm” look, a growing design trend. 


Setting Below: Chairs: designed by Dewey Hodg- 
don; Amthor & Co., 1138 Sutter, San Francisco/ Rug: 
Trude Guermonprez, 810 Clipper, San Francisco/ 
Table: designed by Albert E. Clarke; Lorac Co., 25470 
Purissima, Los Altos, Calif./ Sheer Drapery: designed 
by Michee!l Belangie; Menlo Textiles, Menlo Park, 
Calif./ Wall Hanging: Ida Dean Grae, 1644 Diamond, 
San Francisco/ Ceramics: Jerome and Evelyn Acker- 
man, 2207 Federal, Los Angeles. 





Setting Above: Upholstered Furniture: designed by 
Folke Ohlsson; Dux, Inc., 390 Ninth St., San Fran- 
cisco/ Two-Drawer Chest: designed by Pacifica De- 
signs; A. Brandt & Co., P. O. Box 391, Fort Worth I, 
Tex./ Terra-Cotta Candle-Holders: Mary Erckenbrack, 
1310! Montgomery, San Francisco/ Cotton-Orlon 
Casement Cloth: John Dunn, 5445 Sylvia, Tarzana, 
Calif. 


Setting Below: Fireplace: George Kosmak, 45 Castle, 
San Francisco/ Daybed: Carlos Fonseca, 2257 Market, 
San Francisco/ Rug: designed by Everett Brown and 
Mark Adams; Karastan Rug Mills, 295 Fifth Ave., New 
York 16, N. Y./ Stoneware: Jerome and Evelyn Acker- 
man, Los Angeles. 


Setting Above: Table: designed by Jay Heumann; 
Metropolitan Furniture Co., S. San Francisco/ Chairs: 
designed by Van Keppel-Greene; Holly, Holland, 
Mich./ Rug: Leo J. Mahsoud, 37 Clementina, San 
Francisco/ Drapery: Bernard Kester, 1407 N. Willow, 
Compton, Calif./ Dinnerware: Heath Ceramics, 791 
Bridgeway, Sausalito, Calif./ Salad Set: Bob Stocksdale, 
2145 Oregon, Berkeley, Calif. 
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Here's Inlaid Linoleum at its beautiful best — 


GOLD SEAL “SEQUIN” 


Gold Seal Sequin® is fast becoming America’s designs wide range of colors to harmoniz 
favorite Inlaid Linoleum thanks to its with any decorative schem« 
distinctive beauty and to mass promotions in 


Sta if colors are laid for 
Life, Better Homes & Gardens, and Sunset ye hoautivul rs are jniaid | 
lasting beauty 

The trend to basic, smooth-surface, virtually 


seamless flooring throughout the house is Economical 


unmistakable. Here are just a few reasons wh over a long 
( f< foo 
you are so safe in specifying Gold Seal ‘Sequin WEr-COS BOOTS 


Inlaid Linoleum Guaranteed Gold Seal Inlaid Linoleun 
vou } { old Se g ntee 

Ease of maintenance resists dirt, grime and A the famous 2 oe Eran 
. satisiaction or vi rm ey < ‘ 
dulling film. Cuts cleaning time and costs to a auistactiol on ney bach 


minimum, Specifications: |' vatterns. Standard 
Resilient. . deadens floor noise. Resists per- t wide by-the BEN Insta mu 


. ne ve | crete Or we / sub 
manent indentation from furniture suspended = concre » wT ; 

floors. Exclusive SuperFlex* backing 
Quiet and comfortable eliminates noisy : ' 
allows direct applicatior needs 1 
clatter common with hard floors , , 
extra lining felt. For details writ 


Beautiful . . . suggest hundreds of smart, special Architects Service Department 


FOR HOME OR BUSINESS YOU GET THE FINEST CHOICE OF ALL IN 


Inlaid Linoleum e Ranchtile® Linoleum e Resilient Tiles « Congoleum ® & Congowall ® Enamel - Surface Coverings « Vinylflor « Vinyltor 











| ra 
y 








HOLCOMB & HOKE 


er UOOR 


TH MARTEST THING IN 


Only fabric-covered door with ‘‘Multi-V"” construction 
for lifetime ease of operation—without “air bellows.” 
Types and sizes to solve every space problem—large 
or small. Motor-driven or manual, providing maximum 
space-saving flexibility in any design. Widest choice 
of colors and vinyl-fabric textures. Track always con- 
cealed—with or without cornice. See Sweet's File or 
your FOLDOOR distributor for details. 


GREAT 
NEWS! 


now you can specify 
folding doors for every need 
from one complete line 


of recognized quality 


ZL) é abhy A, 177, 


First in the moderate-cost field with: Truss-embossed 
hinges top and bottom; rigid ‘‘Multi-V’" construction 
assures pantograph action throughout. Cornice, nylon 
trolley wheels, metal hardware, textured vinyl! fabric. 
Specify for homes, institutions, hotels, apartments, 
schools, industrial or commercial projects. Eleven 
sizes: five widths, 2’-0” to 4’-0"; three heights, 66”, 
6'8)2" and 8’0". See distributor or write. 


Quality leader in the economy field. Approved and favored by leading home 


HOLCOME & HOKE 


Kol-Bak 


builders. Three widths, 2’8", 3’0”, 4/0”, and two heights, 6’6", 6’8)2". Vinyl 
fabric in three decorator colors. See your FOLDOOR-FOL-BAK distributor. 


Holcomb & Hoke Manufacturing Company 


FOLDING DOOR 


1545 Van Buren Street, Indianapolis, Indiana « In CANADA: FOLDOOR of Canada, Montreal 26, Quebec 


INSTALLING DISTRIBUTORS IN ALL PRINCIPAL CITIES 
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Global Lamps: (above) #!10!/0G Table Lamp/ opal 
glass, chrome or brass prongs/ 10" diameter/ retail: 
$24; Table #T-4141/ solid walnut top, oil finish, brass 
legs/ 41” diameter, 13” high/ retail: $200; (right) 
#IOTT Table Lamp/ opal glass, chrome base/ 10” 
diameter, 2!'/2" high/ retail: $35/ designed by Paul 
Mayen/ Habitat Associates, 235 E. 58 St., New York 
22, N. Y. 


Recessed Dome: circular light source to relieve ceiling 
and wall rectangular lines/ light-weight plastic diffusing 
panel with 87 degree light transmission, very low bright- 
ness/ detachable yoke construction reduces installation 
time/ separate plaster ring, built-in splice box for 
simplified wiring/ #63353, 24'/2" diameter/ 763354, 
31'/2" diameter/ designed around the lighting charac- 
teristics of the silver-bow! lamp for glare-free illumina- 
tion/ Kurt Versen Lamps, Inc., 4 Slocum Ave., Engle- 
wood, N. J. 


Desk Lamp: “Ledu" lamp/ imported from Sweden, 
special reflector design/ engineered for movement in 
any direction/ bracket “A” clamps to any surface/ 
8!/," diameter reflector/ bracket "B" for wall fastening / 
in oyster white, black, terra cotta/ retail: 40", $24/ 32", 
$23.50/ Nessen Studio, Inc., 5 University Pl., New York 
es - 


p/a interior design products 








Partition of Muralex Pattern 
is located in the offices 
of Tex-Harvey Oil Com- 
pany, Denver, Colorado 


Horizontal panels of Patterned Glass add a distinc- of situations where Patterned Glass can be used 

tive treatment to this office, make an interesting dramatically and for practical purposes, too. 

wall for the reception room, and provide privacy ee ee : 
i ge : % os. q i aie, Look up your L’O-F Distributor or Dealer in 

for the adjoining executive office. There is a feeling . ee eg 
the yellow pages of the phone book under “*Glass’’. 


of —— t only glass can lend to a com- He’ll be glad to tell you more about Blue Ridge 
yaratively small area. ' 
; Patterned Glass. And show you samples. 


Similar panels may be adapted for use in homes, 


stores and institutions to lighten a stairway .. . (deat fer design 


flank a door for an inviting entrance . . . or create 


other unusual effects. Give your imagination full 

Our 16-page book illustrates many ways leading architects 
and designers have used this versatile glass for striking 
by Blue Ridge. You'll be pleased at the number effects in homes. Mail the coupon. 


play and then choose from the variety of patterns 





Libbey-Owens-Ford Glass Co., Dept. B-9105 
B L U E R ! D G E 608 Madison Avenue, Toledo 3, Ohio 
PATTERNED GLASS 


Made by BLUE RIDGE GLASS CORP. 


Please send me my copy of the Blue Ridge book 
of ideas on decorating with patterned glass. 





Name (please print) 





Zone ——— State 
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Fiberglas School Furniture: (above) desk top, seat back of molded 
Fiberglas-reinforced plastic/ tubular steel base/ colors include 
re- 


green, gray, buff, pink, brown, bleck/ material provides 


siliency, low light reflection, easy cleanability/ designed by 
William James Bargen/ General School Equipment Co., St. 


Paul, Ill. 


Hospital Furniture: of wood, for warmer, more homelike look/ 
tops surfaced in Formica for protection in use/ woods finished 
to match in natural maple, walnut, gray, black/ legs of laminated 
wood or plastic-coated steel/ line includes bed, over-bed table 
bedside cabinet, beside chair, dresser, table desk, easy chair/ 
Thonet Industries, Inc., | Park Ave., New York 16, N. Y. 














“1 tt eben 





fc ding armrests that f 


is folded/ deep-upholstered 


Arms for Folding Chairs: (left) Model #60 with 


Stacking Base Chair: new tubuler stee 


base for Eames molded plastic chair 


permits ceiling-high stacking without 
top-heaviness/ patented side hook 
permits chairs to be joined in long 
rows for audience use/ seating she 
is weather-resistant/ metal-tipped 


self-leveling domes on le 
flo 


3s compen 


sate for ground or r unevenness / 
Herman Miller Furniture Co., Zeeland, 


Mich. 


















i automatically when seat 


spring-arch seat con 


struction; (right) Model #53, with folding tablet 


arm of plywood 
arm folds independent 
fortable 


now optional on a 


finished 


y 


of 


n natural birch/ tablet 


of chair permitting cor 


ngress and egress/ all-stee! folding arms 


this folding 


company’s 


chairs/ American Seating Co., 901 Broadway N. W.., 


Grand Rapids 4, Mich. 
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HERE IS STRENGTH AS ENGINEERED 


BY MACOMBER FOR EACH LOAD AND SPAN TO 96' 
From the Designer’s Standpoint - Macomber 


gives you not only the six standard types of parallel 








and sloping chord Longspans in underslung and square 
end designs but ADAPTABILITY to all framing conditions. 


You may want top chords extended for an eave over- 
hang or bottom chord extended for ceiling attach- 
ment, square ends punched or fitted with 

bearing plates. Look to Macomber for 

a more economical solution... 

Longspans completely flexible 

to the designer's needs. 


ls ae 


‘ 
. — 
MACOMBER « INCORPORATED « CANTON « OHIO eee 








2 


Al 
Ae 








4 


THESE MACOMBER PRODUCTS 


HAVE BEEN 
PRODUCED UNDER 





RESIDENT 


INSPECTION . 
Send for Your Copy — PITTSBURGH TESTING LABORATORY 


PLEASE FORWARD LONGSPAN CATALOG 55-L 











TO Now Macomber Products are produced 





under Pittsburgh Testing Laboratory 


resident inspection. 




















ne LOOK FOR THIS TAG on your next 


shipment. 








STANDARDIZED STEEL BUILDING PRODUCTS 


MACOMBER INCORPORATED 


CANTON 1, OHIO “LOK STEEL 
FRAMING 


. 
STAUCTURALS 
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New Laminate Colors: two new colors added 
to “Textolite’ wall and counter surfacing/ 
True White, #TX-1400, a white White result- 
ing from advances in laminating technique/ 
Flame, #TX-1422, a red developed as a 
result of consumer research indicating de- 
mand/ surfacing material resists heat, stains, 
scratches, detergents, alkalis, cigarette burns/ 
available in more than 70 patterns and colors/ 
Laminated and Insulating Products Depart- 
ment, General Electric Company, Coschocton, 


Ohio. 
Lighting Fixture with Concealed Reel: pull- 


down fixture lowers to 53" from ceiling, reels 
up 33” to serve as ceiling light/ 18" circular 
hood, finished in brass, copper, pink, white, 
black, is decorated with perforations that also 
dissipate heat/ three 60-watt lamps are shield- 
ed by a frosted glass diffuser/ reel is con- 
cealed in canopy instead of in a globe mid- 
way on cord/ coiled black cord obscures thin 
cable/ John C. Virden Co., 6103 Longfellow 
Ave., Cleveland, Ohio. 


Color-Planning Guide: kit contains complete 
room color plans by Elizabeth Burris-Meyer, as 
well as samples of new line of colors and 
finishes/ enamels and stains in Chive Blossom, 
Rosemary, Mint, 
Spice Pink, Peppermint, Citron, Curry, Basil/ 
natural finishes in honey, driftwood, ginger, 


Tansy, Anise, Cinnamon, 
y 


nutmeg, blond birch, knotty pine, limed oak/ 
Wood-Metal Industries, Inc., Lancaster, Pa. 


Exterior Masonry Paint: ‘Durasite Acrylic,” 
flexible plastic emulsion paint/ new formula- 
tion for color retention, flow, and leveling 
qualities, providing uniform non-glossy finish/ 
flexibility aids resistance to cracking and aging 
on concrete, stucco, asbestos, brick, aggregate 
block surfaces/ fast-drying/ all-weather/ in 
ready-mixed colors and pastel tint base for 
use with 40 tube colors/ Wesco Water-Paint 
Co., division of National Gypsum Co., 742 
Grayson St., Berkeley 10, Calif. 


Concrete Finishes: “Kwik-Color Seal” and 
"Kwik-Color Wax"/ formulated from an emul- 
sified plastic resin/ odorless, noninflammable 
Seal/ dries hard to touch in 20 minutes/ 
develops water resistance in 14-20 days after 
application/ during “curing” interval, Wax is 
applied for protection/ Wax contains colored 
emulsified plastic resin, gives high gloss finish, 
is waterproof/ both available in tile red, light 
gray/ Seal covers approximately 800 sq ft per 
gal/ Wax covers approximately 1000 sq ft 
per gal/ Multi-Clean Products, Inc, 2277 Ford 
Pky., St. Paul, Minn. 


Built-In Wall Safe: “Secure-All"/ fits in stand- 
ard 4" wall, old or new construction/ heavy 
gage steel with thick high-temperature thermal 
insulation on all sides/ flush pin tumbler lock- 
ing mechanism/ easily concealed/ projects 
less than '/2" from wall/ designed to mount 
between standard studs centered 16" apart/ 
16 7/16" wide, 173%" high, 434" deep/ 
shipping wt. 40 lb/ full door length covered 
hinge, and double interlocking edges/ Kwik- 
set Locks, Inc., Anaheim, Calif. 


p/a interior design products 





Combination Home Bar: “Scotsman Super- 
Bar"/ manufactures ice cubes, provides dry, 
cold storage for beverages, dehumidifies room 
air, stores liquor in locked compartment/ 
cube freezer makes 108 ice cubes every two 
hours/ stainless steel storage compartment 
cools four cases of bottled drinks/ locked 
liquor storage drawer holds 1'/2 cases of 
fifth-size bottles, also bar accessories/ in two 
models, with or without dehumidifier/ with or 
without casters/ requires 6 ft of floor space/ 





Kennaframe is the warp-proof, all- 
steel frame for sliding door pocket 
installations/ now you can specify 
with confidence a frame that will 
hold up under continuous use/ ad- 
justable three ways, fits all 2 x 4 
walls, wet or dry finish/ it takes 
any type of trim/ accommodates 
any standard 1 %—1% in. door/ 
each prefabricated Kennaframe 
comes with track and adjustable 
hangers installed/ al! the required 
nuts, bolts and installation details 
are included. 


The Kennatrack “Architectural 
Portfolio" gives you full informa- 


coppertone finish, stainless steel and chrome 
trim/ American Gas Machine Co., Div. Queen 
Stove Works, Inc., Albert Lea, Minn. 


Plastic Laminate File: four-color information 
file on “Lamin-Art"/ “Catalina” pattern in 8 
colors/ “Coronado” pattern in 4 colors/ file 
contains samples; information on sizes, colors, 
specifications, availability in standard and full 
form coving stock/ Fabricon Products, Whit- 
tier, Calif. 


ALL-STEEL 
FRAME 









































ae ee Pe ee 








| 


i“ 








tion for detailing this complete line 
of sliding door hardware/ its 
scaled detail drawings save you 
valuable time/ send today for your 
free “Portfolio’/ Kennatrack Cor- 











Editors’ Note: Items starred are particularly 

noteworthy, due to immediate and widespread 
® interest in their contents, to the conciseness 

and clarity with which information is pre- 
sented, to announcement of a new, important prod- 
uct, or to some other factor which makes them 
especially valuable. 


air and temperature control 


1-54. Absorption Refrigerating Ma- 
chines, AIA 30-F-22, 36-p. catalog describ- 
ing refrigerating machines which produce 
large-capacity cooling from steam. Ex- 


plains operation of complex refrigeration 
eycle in four simple steps; illustrates im- 
portant features of absorption machines. 
Includes engineering-data tables; diagrams 
of electrical wiring and control systems. 
Carrier Corp., Syracuse, N. Y. 


1-55. Electronic Controls for Heating, 
Ventilating, and Air Conditioning (SA- 
2418), 46-p. reference guide presenting up- 
to-date information on electronic equip- 
ment for architects and engineers. Con- 
tains data on component parts of control 
systems; gives diagrams of 17 typical lay- 
outs. Also provides data sheets explaining 
control panels; specifications. Minneepolis- 
Honeywell Regulator Co., Minneapolis 8, 
Minn. 


1-56. Sarcofin Finned-Tube Radiation 
(1650), 32-p. bulletin on finned-tube beat- 
ing elements. Tables give information on 
ratings, dimensions, and _ specifications; 
drawings show installation with top-louv- 
ered, sloping-top, or expanded-metal cov- 
ers. Provides data for design with steam or 
forced hot-water systems. Sarcotherm Con- 
trols, Inc, Empire State Bldg., New York 
1, N. Y. 


1-57. Propeller-Fan Unit Heaters, AIA 
30-D-11 (B-1720), 24-p. publication describ- 
ing new line of unit heaters suitable for 
use with steam or hot water. Illustrates fea- 
tures of construction with exploded draw- 
ings; gives instructions for selection and 
application of heaters. Wiring diagrams; 
piping layouts; specifications. Warren 
Webster & Co., Camden 5, N. J. 
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Creative ideas for the use of tile in the kitchen and bathroom 
are presented in “Inventive Design,” a color, sound-slide film 
prepared by the Tile Council of America. In this film, six actual 
installations, especially designed by six well-known architects, 
also suggest the wide variety of colors and textures possible with 


tile. 


Three kitchens—planned by Richard Neutra, George 


Nemeny, and George Nelson—emphasize informal, but organized, 
family living by integrating living, dining, and play areas with 
the kitchen work space. Nemeny’s design features a combination 
fireplace-dining table (left) on which food can be kept warm 
throughout the meal. Three bathrooms—by Edward Stone, Marcel 
Breuer, and Pietro Belluschi—stress relaxed, comfortable living, 
including sunken plunges, adjoining patios, a skylight, and built- 
in lavatories and storage. The 21-minute film will be shown free 
of charge to AIA chapters and building-industry groups by the 
Tile Council of America, 10 E. 40 St., New York 16, N. Y.. or 


by one of its member companies. 


construction 


2-84. Im the Market for a Quality 
Roof Deck (1102-A), 8-p. pamphlet an- 
swering questions most asked about wood- 
fiber roof deck. Explains uses, advantages, 
and properties of material; gives data on 
strength, moisture resistance, fire rating, and 
insulating qualities. Includes cost compari- 
son with other types of roof deck. Tectum 
Div., The Alliance Mfg. Co., 105 S. Sixth 
St., Newark, Ohio. 


2-85. Finishes for Alcoa Aluminum, 
52-p. booklet illustrating variety of colors 
and textures available in aluminum. Out- 
lines finishing methods — mechanical, 
chemical, electrochemical, lacquer, and 
enamel—in order to explain potentialities 
of aluminum as well as its limitations. 
Aluminum Co. of America, 1501 Alcoa 
Bldg., Pittsburgh 19, Pa. 


2-86. American Cellular Subflooring, 
4-p. folder containing information for se- 
lection of floor-panel sections. Gives tables 
of safe loads and section properties for 
three types of steel flooring; also includes 
erection details and welding specifications. 
Building Products Div., American Steel 
Band Co., P. O. Box 565, Pittsburgh 30, Pa. 


2-87. Architectural Woodwork: 
*% Cabinet Construction Data, AIA 19-E 

(6), most recent booklet in series on 
architectural woodwork. Features  out- 
standing group of details of custom-de- 
signed cabinets and casework chosen from 
P/A SELECTED DETAILS; shows classroom 
storage units, office furniture, residential 
storage walls, and kitchen cabinets. Also 
outlines advantages of custom woodwork. 
Architectural Woodwork Inst. 332 S. 
Michigan Ave., Chicago 4, IIL 


2-88. Extruded-Aluminum Louvers, 
AIA 14-B4, 12-p, pamphlet containing in- 
formation on aluminum louvers designed 
to shed water even under extreme wind 
conditions. Provides details and specifica- 
tions for stationary or adjustable louvers; 


L. C. 


illustrates several types of motor-driven 
and chain-and-fusible-link operators for 
louvers. Also describes louvered sun 
shades as well as prefab, louvered pent- 
houses for air intake or exhaust. Construc- 
tion Specialties, Inc. 261 Jelliff Ave., 
Newark 8, N. J. 


2-89. Erie Porcelain-Enamel Color Se- 
lector, AIA 17-A, 4p. color chart for 
porcelain enamel. Contains actual color 
chips of 50 standard colors and stippled 
combinations to suggest 900 various fin- 
ishes obtainable. Describes weather-re- 
sistant properties of porcelain enamel in 
addition to color-memory system which 
permits rematching of any shade, The Erie 
Enameling Co., 1498 W. 20 St., Erie, Pa. 


2-90. Klemp Metal Grating, AIA 14P, 
16-p. data and specification manual cover- 
ing steel grating, stair treads, and deck- 
ing. Shows welded and riveted grating pat- 
terns; outlines methods of fabrication. 
Also contains data on standard or heavy- 
duty floor armors and stair treads. Draw- 
ings; tables of safe loads and dimensions. 
Klemp Metal Grating Corp., 6601 S. Mel- 
vina Ave., Chicago 38, III. 


2-91. V-Lok Steel-Framing Design De- 
tails (55-V), 40-p. reference manual for 
architects and engineers containing typical 
details for interlocking, steel structural 
members. Photos and drawings illustrate 
several recent projects; framing plans show 
typical layouts for industrial buildings and 
schools. Macomber Inc., Canton, Ohio. 


2-92. National Design Specifications 
for Stress-Grade Lumber and Its Fasten- 
ings, AIA 19-B-1, 72-p. guide to assist in 
design of more efficient, economical struc- 
tures. Gives general specifications for 
stress-grade lumber in addition to detailed 
requirements on allowable unit stresses, de- 
sign loads, recommended construction 
practices, and connections, Also contains 
information on glue-laminated structural 
members. Timber Engineering Co., 1319 
18 St., N.W., Washington 6, D. C. 





2-93. Unistrut Metal Framing, AIA 
14-G (700), 78-p. catalog describing metal- 
framing system. Outlines procedure for de- 
sign of beams and columns; illustrates 
standard channel sections and special con- 
nectors, Drawings show use of framing for 
pipe supports, lighting-fixture hangers, and 
shelving; tables give electrical and piping 
symbols as well as pipe sizes. Unistrut 
Products Co., 1013 Washington Blvd., Chi- 
cago 7, IL. 


2-94. Design Manual for High- 
*% Strength Steels (ADVL-215), 94>p. 

handbook of technical information 
available to architects and engineers (by 
enclosing business letterhead with P/A 
coupon). Presents essential principles of 
structural design; develops formulas, 
charts, and tables for use of high-strength, 
low-alloy steels. Discusses reactions of sec- 
tions under tension, compression, and 
shear; includes chapter on designing 
against corrosion. United States Steel 
Corp., 525 William Penn PL, Pittsburgh 
30, Pa. 


2-95. Welded-Wire Fabric Design Man- 
ual, AIA 4-E-2 (BC-50), 48-p. manual cov- 
ering use of welded-wire fabric in rein- 
forced-concrete construction. Explains de- 
sign procedure for short-span construction; 
discusses use of wire fabric in poured-in- 
place, lightweight-steel, or tilt-up construc- 
tion. Also contains data on fireproofing, 
temperature reinforcement, and cement- 
gun work. Design tables; photos; specifica- 
tions. Wire Reinforcement Inst., Inc., Na- 
tional Press Bldg., Washington 4, D. C. 


2-96. Manual and Details of Wood- 
work, AIA 19-E, 178-p. loose-leaf notebook 
prepared as guide to sound and practical 
methods of millwork production. Chap- 
ters containing technical information ond 
production standards suggest species, 
grades, and finishes of wood for typical 
uses; comprehensive section on detailing 
covers recommended practice for frames, 
sash, doors, and casework. Also gives 
guide for preparing millwork specifica- 
tions. Price of manual is $10.t Woodwork 
Inst. of California, 681 Market St., San 
Francisco, Calif. 


doors and windows 
3-53. Fenestra Architectural Products 
(AR-1), 40-p. catalog of steel windows for 
schools, hospitals, offices, and public 
buildings, Shows several types of pro- 
jected, casement, and special-purpose win- 
dows; describes hardware for each win- 


dow. Includes data on psychiatric and de- 
tention window guards. Detroit Steel Prud- 
ucts Co., 2250 E. Grand Blvd., Detroit 11, 
Mich. 


3.54. Houze Lo-Tran (12.5) Glass, 8-p. 
brochure describing neutral-colored win- 
dow glass. Graphs show how glass reduces 
transmission of ultraviolet and infrared 
rays while allowing undistorted transmis- 
sion of visible-color spectrum; diagrams 
illustrate results of brightness survey in 
schoolrooms using low-transmission and 
ordinary glass. Photos of recent schovwl- 
house installations. Houze Glass Corp., 
Point Marion, Pa. 


3-55. W-2 Reversible Aluminum Win- 
dows, AIA 16-E, 4p. file folder illustrat- 
ing vertical-pivot windows designed for 
ease of cleaning. Gives details showing use 
in masonry or metal-wall construction; 
contains specifications. Also includes de- 
scription of weatherstripping and pivot 
construction. A. F. Jorss Iron Works, Inc., 
300 Tenth St., S., Arlington, Va. 


3-56. Kawneer Sun-Control Products, 
AIA 35-P-2 8-p. brochure giving informa- 
tion on devices for sun-control. Drawings 
illustrate aluminum louvers for vertical or 
horizontal installation; photos show w-sec- 
tion canopys and awnings. Specifications, 
dimensions. The Kawneer Co., Niles, Mich. 


3-57. Thermopane Manual, AIA 26-A 
(TP-25), 28-p. technical manual on insu- 
lating glass revised to include data on 
glazing of air-conditioned buildings. Com- 
pares effectiveness of single, double, and 
triple glazing in retarding winter-heat loss 
and summer-heat gain; outlines formula 
for calculating solar-heat gains. Shows 
proper method of glazing as well as sug- 
gested framing; lists standard sizes of glass 
and sash to fit; specifications. Libbey- 
Owens-Ford Glass Co., 608 Madison Ave.., 
Toledo 3, Ohio. 


3-58. Marcolite Skylight, AIA 12-J, &p. 
bulletin on aluminum-frame  glass-fiber 
skylights. Outlines features of construc- 
tion; provides design data and details. Also 
contains information on special shades for 
use in visual-aids classrooms. Specifica- 
tions. The Marco Co., 45 Greenwood Ave., 
E. Orange, N. J. 


3-59. Hardware for Hospitals, AIA 27, 
20-p. booklet containing up-to-date recom- 
mendations on hardware for hospitals of 
all types. Outlines basic requirements for 
hardware; gives hardware schedules for 


general purpose areas in addition to labs, 
radiographic suite, nursing unit, psychiatric 
ward, operating suite, and nursery. National 
Builders’ Hardware Assn., 515 Madison 
Ave., New York 22, N. Y. 


3-60. Norton Door Closers, AIA 27-B, 
20-p. catalog describing door-closing de- 
vices. Explains features of construction of 
surface-mounted, door-concealed, _lintel- 
concealed, and screen-door closers; gives 
suggestions for selection of proper model. 
Drawings and details; dimensions; specifi- 
cations. Norton Door Closer Co., Berrien 
Springs, Mich. 


3-61. Steel Doors and Frames, AIA 16- 
A, 8p. publication containing information 
on steel doors. Gives advantages of steel 
for interior and sliding closet doors; pre- 
sents typical details of both swinging and 
sliding doors, Photos, specifications. The 
Steel Door Inst., 2130 Keith Bldg., Cleve- 
land 15, Ohio. 


electrical equipment, lighting 


4-39. Panel-Glo Systems (43), 32-p. 
% engineering report on modular lumi- 

nous-ceiling system. Discusses special 
construction of vinyl panel which diffuses 
conditioned air; gives complete descrip- 
tion of light-transmission factors, acous- 
tical qualities, and vinyl-plastic properties. 
Presents recommendations for design of 
suspension system and air conditioning 
where luminous ceiling is used; contains 
comprehensive data on installation of 
lighting fixtures. Benjamin Electric Mfg. 
Co., Des Plaines, Ill. 


4-40. Outdoor Lighting for Family 
Living (LS-171), 28-p. booklet of sugges 
tions for exterior residential lighting. 
Photos and sketches illustrate ideas for 
many aspects of outdoor living—terraces, 
gardens, pools, entrances, and walkways. 
Includes description of types of lighting 
fixtures and wiring for exterior use. Large 
Lamp Dept. General Electric Co. Nela 
Park, Cleveland 12, Ohio. 


4-41. Central-Control Systems (53-6518), 
20-p. brochure explaining electronic re- 
mote-control systems for actuating on-off 
operations, Discusses design and functions 
of major components of system; contains 
data on use of automatic-control systems 
for remote control of air conditioning, 
lighting, and pumps. Drawings. Interna- 
tional Business Machines Corp., 590 Madi- 
son Ave., New York 22, N. Y. 

(Continued on page 161) 
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8-16 please print 


Name 





3-59 
3-60 
3-61 
4-39 
4-40 
4-4| 


5-4 

5-5 

6-18 
7-19 
7-20 
8-14 
8-15 


10-6 

11-12 
11-13 
11-14 
11-15 
11-16 


1-57 
2-84 
2-85 


| 2.93 
| 
2-86 | 


2-94 
2-95 
2-96 
3-53 


~~ Position 





Firm 





2-87 
2-88 
2-89 


Business 
Home 





Mashing Address 





3-54 
| 3-55 








City 





t for priced literature. Coupon must be used by 12/1/55. October 1955 157 





t Payment must accompany req 





Heats...Cools...Melts Snow 
... Provides Hot Water 





Sunny, overall warmth from base- Ke 
boards, radiant panels, convectors. 


} 


| 
| 
' 


Sx 


The B&G Hydro-Flo System, using mechan- 
in + peniiehcl tae ically circulated water, offers an amazing 
variety of ways in which to create the ultimate 
compensation can be made for , es . 
sonsenat hiet anion. in modern living comfort. 

The sketch above illustrates the complete 
versatility of a water system. The heating in 
this home is with modern, inconspicuous 
baseboard panels. Cooling is achieved by cir- 
culating chilled water to a fan coil unit in- 
stalled in a plenum formed by a dropped 
ceiling in the hall. Cool, de-humidified air is 
distributed through high grilles into the 
various rooms. 

Snow melting coils under the sidewalk and 

A virtually limitless supply of hot driveway are circulated with an anti-freeze 
water for kitchen, laundry and solution heated in an exchanger connected to 
bath » % the boiler. For domestic hot water, an indirect 
heater supplies the ample volumes demanded 

by modern labor-saving devices. 

For the last word in year ‘round comfort, 
convenience and health protection, backed 
by long-lived, trouble-free equipment, get the 
facts on the B&G Hydro-Flo System. 

“Water is the most efficient and 
economical medium for conveying a BTU" 


Snow melting for relief from shov- 
eling—safe driveways and side- 
walks. 


Dept. EB-37 Morton Grove, Illinois 


*Ree US. Pat. Off. 
Canadian License: S. A. Armstrong Lid., 1400 O' Connor Drive, West Toronto 
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Beoutiful business with 
Walnut Craftwoll — Style 400 





Paw with 











Gracious living with 


Oak Croftwal! Style 300 


afta, 





{ow TO win connor oil, jobs nad influence fome DUjons 
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FACTORY FINISHED PANELING by Roddiscraft 


Beauty that captivates all kinds of 
customers — luxury and distinction 
that never fade—all yours with Craft- 
wall .. . the hardwood plywood panel- 
ing that is completely finished at the 
factory. Nature’s beauty sealed in! 

So practical, too! You can hold down 
completion costs — step up property 
values — with wonderfully functional, 


RODDIS PLYWOOD CORP., Marshfield, Wis. 





maintenance-free Craftwall paneling. A 
wide selection for both contemporary 
and traditional decors 

And that’s just the beginning! You 
get unlimited design opportunity with 
three styles, nine handsome craft-fin 
ished woods—Cherry, Mahogany, Oak, 
Birch, Knotty Pine, Elm, Walnut, 
Maple and Blonde Limba. 


Tun the page 
for more 
gual news 


—___—_> 





ee 





More profitable facts about i ANS 
~ FACTORY CRAFT- \ : % 


It stays crystal-ciear and gleam ~ 
ing bright over the years .. . 

resists dirt, grease, ink and or 

dinary chemicals. It won't craze, 

chip or crack. Best-of-all, it 

wipes clean in seconds .. . ends 

forever the cost and bother of 
redecorating. 


ee 


FACTORY FINISHED PANELING 


Remember, too, factory craft-finish pays off 
in installation, too. There’s no fuss or mess 
with on-the-job finishing. 


EASY INSTALLATION 
WITH LARGE, 
LIGHTWEIGHT PANELS 





Style 100 


They go up fast . V-grooved only 


and at low cost, too! va : i ee. er 

Available in three sizes: ~ ay ss (B) 

48” x 96” and 16” x 96” 

as well as 32” x 64”. All Style 300 

panels are 1/,” thick. V-grooved, 
cross-scored 

and pegged 


(Cc) 











Style 400 


matching V-grooves 
for horizontal 
installation 


EVERYTHING YOU NEED 
FOR THE COMPLETE JOB 


Roddiscraft offers you a_ full-job 
package for every Craftwall installa- 
tion. You have a selection of hard- 
wood molding and trim — in both 
contemporary and traditional styles 
~— specifically designed to go with 
Craftwall paneling. And to match 
trim with the Craftwall 


THREE STYLES 
FOR LIMITLESS 
DESIGN OPPORTUNITY 


factory-finished panel- 
ing, we offer new Rod 
discraft wood finishes in 


nine handsome 


Craftwall wood hues 


(yin 


(vine 


yd gard 


NATIONAL ADVERTISING PRE- 
CONDITIONS YOUR CLIENTS 


Full-color advertisements in America’s best-read 
publications sell the idea of Craftwall paneling to 
your clients and customers. When you say, “It's 
Craftwall,” they know they're getting the best in 
wood paneling. 


Roddiscraft 


. | 





The nine beautiful Craftwall woods are all 
available in the provocative styles shown here. 
These are styles that just naturally inspire 
creative architects and builders — styles that 
truly satisfy customers, too 


MAIL THIS COUPON FOR ALL THE FACTS bes 
¥ ABOUT RODDISCRAFT BUILDING PRODUCTS a 





4-42. Kliegl Architectural Lighting (A- 
11), 36-p. catalog on lighting fixtures suit- 
able for commercial or residential instal- 
lations. Illustrates recessed and suspended 
aluminum fixtures; contains information 
on pin-hole down lights, accent lighting, 
and dimmers. Drawings, dimensions, engi- 
neering data, Architectural Div., Kliegl 
Bros., 321 W. 50 St, New York 19, N. Y. 


4-43. Laubert Artificial Skylight, AIA 
31-F-23, 16-p. booklet on luminous ceilings 
designed particularly for public areas and 
museums. Describes system, where it is 
used, and type of lamps used; provides 
data on installation of lighting fixtures. 
Diagrams; tables on cost comparisons and 
utilization factors. Laubert Lighting Inc. 
205 E. 43 St, New York 17, N. Y. 


4-44. RLM Standard Specifications, AIA 
31-F-233 (55), 48-p. manual containing re- 
vised standards for incandescent and fluor- 
escent industrial-lighting units. Explains 
increased requirements of reflection fac- 
tors, light output, shielding angles, and 
lamp spacing. Gives specifications for in- 
dividual fixtures as well as for testing pro- 
cedures. Drawings, performance charts. 
RLM Standards Inst., Inc., 326 W. Madi- 
son St., Chicago 6, IIL 


4-45. Home-Wiring Handbook (4th 
Ed.), 148-p. manual on home wiring re- 
vised to conform with recent changes in 
electrical codes. Describes component parts 
of residential wiring systems in detail; 
also includes data on household appli- 
ances as well as heat pumps and air con- 
ditioners. Drawings and wiring diagrams. 
Consumer Service Dept., Westinghouse 
Electric Appliance Div., Mansfield, Ohio. 
$1.7 


finishers, protectors 


5-4. Customized Color Center, 12-p. cata- 
log prepared for architects and interior 
designers. Over 250 actual color chips il- 
lustrate wide selection of colors obtain- 
able in eight finishes—flat, satin-gloss, 
enamel, floor, house, masonry and shake 
paints as well as wood stains. Martin- 


Senour Co. 2520 S. Quarry St., Chicago, II. 


5-5. Wurdack’s Manual, AIA 7 (6), 34-p. 
reference booklet on application of sili- 
cone masonry protection. Outlines condi- 
tions to check before specifying silicone 
treatment—number of applications, cost, 
treatment of various materials, and con- 
densation. Contains pertinent information 
on mortar-joint protection, capillary ac- 
tion, and efflorescence. Specifications. Wur- 
dack Chemical Co., 4977 Fyler Ave., St. 
Louis 9, Mo. 


insulation (thermal, acoustical) 


6-18. Insulation Design for the Air- 
Conditioned Home, AIA 37-C (BL6.A3), 
20-p. publication on designing for maxi- 
mum heat control in summer and winter. 
Discusses orientation of building, insula- 
tion of structure, and protection at win- 
dows; explains how insulation increases 
effectiveness of air-conditioning systems. 
Also contains performance data on glass- 
fiber insulating materials. Drawings, tables. 
Owens-Corning Fiberglas Corp., Toledo 1, 
Ohio. 


p/a manufacturers literature 





sanitation, plumbing, water supply 


7-19. Wrought-Iron Pipe Catalog, 52-p. 
manual covering technical information 
most often requested by architects and 
engineers. Contains general notes on 
wrought iron including specifications, mill 
standards, and ordering instructions. Ta- 
bles list properties of piping; charts give 
data on decimal equivalents, gages, water 
flow, and conversion factors. Also provides 
material on heat-exchanger and condenser 





ME SPARTA 


AND THE PRODUC 


MEMBER TILE COUNCIL 


(Continued from page 157) 


tubes. Engineering Service Dept, A. M. 
Byers Co., Pittsburgh, Pa. 


7-20. Stainless-Steel Globe Valves (55A), 
4-p. folder illustrating stainless-steel alloy 
valves, Dimensioned drawings show out- 
side-screw-and-yoke valves and _inside- 
screw-rising-stem types; outline gives fac- 
tors to consider in designing piping sys- 
tem. Table of alloy designations. Cooper 
Alloy Corp., Hillside, N. J. 

(Continued on page 162) 


” SPARTA 


FAIENCETTES 


The design potential of small glaze 
ceramic tiles permits their use as a 
finish wall material in all types of 
buildings. From churches to the 
most modern commercial installa- 
tion Faiencette tiles offer the archi- 


» tect an opportunity to express in- 


dividuality in each job. Spartan 
Faiencette tiles are manufactured 
in 30 colors, matt and bright glazes, 
sizes 2” x 2”, 2” x 1”, and 1” x 1”. 
Mounted in sheet form for inex- 
pensive setting costs, Faiencettes 
can be used for either interior or 
exterior work. The matt glazes are 
ideal for light duty bathroom floors. 


Other Sparta Specialties include: 


MOSETTES—An extremely versatile 
natural clay type tile, full range of 
solid colors, manufactured in sizes 
2” x 2”,2”x 1”, and 1” x 4” thick. 


DRESDEN—An impervious porce- 
lain type tile in eleven attractive col- 
ors for use where extreme sanitation 
and stain resistance quality is a 
requirement. 


ORSAN-—A white pebble texture, 
natural clay, low absorption tile 
available in sizes from 1” x 1”"—\%4” 
thick to 6” x 6”—4" thick. 


Write for Complete Information 


CERAMIC CO 


ERS COUN‘ 


P.O. BOX 4, EAST SPARTA, OHIO 
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specialized equipment 


8-14. Lowerator Dispensers, 24-p. book- 
let illustrating automatic, self-leveling dis- 
pensers for institutional use. Photos show 
both heated and unheated types of dish, 
cup and saucer, and glass dispensers. Di- 
mensions and_ specifications. Lowerator 
Div., American Machine & Foundry Co., 
AMF Bldg., 261 Madison Ave.. New York 
16, N. Y. 


} 


8-15. Garden Ideas from California, 
24-p. brochure on use of redwood for gar- 
den structures. Photos show many differ- 
ent types of garden houses, trellises, fences, 
planting boxes; sketches illustrate 
ideas for wood decks and paving blocks. 
Construction details; data on specification 
of redwood and finishes. California Red- 
wood Assn., 576 Sacramento St.. San Fran- 
cisco 11, Calif. 


and 


BRIDGE WIDER SPANS 


WITH if (eg. woke See 


Miscellane ; ) ” 


JOISTS 


N G — ie a a 


HAVEN-BUSCH company 


. F t Ave 
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8-16. Rite-Hite Adjustable Loading 
Ramp (953), 8-p. publication describing 
adjustable loading ramps. Describes fea- 
tures of construction of platform which 
adjusts horizontally as well as vertically; 
gives details of special balanced hinge 
and counter-weight balance. Photos; di- 
mensions; table of load-carrying capacity. 
Rite-Hite Div., Loomis Machine Co., Clare. 


Mich. 


8-17. Commercial Refrigerators, 106-p. 
catalog of coolers, freezers, and refriger- 
ators for commercial and institutional in- 
stallations. Describes standard models as 
well as special walk-in refrigerators; out- 
lines features of each model. 
Puffét-Hubbard 
Co., Grand Haven, Mich. 


Drawings, 


dimensions. Refrigerator 


8-18. Food-Serving Equipment for Hos- 
pitals, 32-p. booklet illustrating institu- 
tional kitchens. Describes problems en- 
countered in eight actual installations; 
presents photos and floor plans to show 
solutions. Also gives data on construction 
of stainless-steel equipment. Southern 
Equipment Co., 5017 S. 38 St. St. 
16, Mo. 


Louis 


vertical transportation 


10-6. Peelle Elevator Products, 12-p. 
pamphlet illustrating elevator and dumb- 
waiter doors. Explains operation of motor- 
ized, freight-elevator, and dumbwaiter 
doors; gives detail drawings and photos 
of each. Specifications, dimensions. The 
Peelle Co., 47 Stewart Ave., Brooklyn 37, 


| A 


interior furnishings 
11-12. 


American Seating School Fur- 
niture (6074G), 24-p. brochure showing 
line of furniture. data 
on several styles of classroom units; also 
describes folding chairs, church pews, and 
auditorium seating. Drawings, dimensions. 
American Seating Co., Ninth and Broad- 
way, Grand Rapids 2, Mich. 


schoolroom Gives 


11-13. Aalto Design Collection for Mod- 
ern Living, 28-p. catalog of home and of- 
fice furnishings designed by Finnish archi- 
tect Alvar Aalto. Photos show wide variety 
of chairs and tables; also illustrates several 
desks, wall shelves, sideboards, and book- 
cases. Gives description of upholstery fab- 
Finsven Ine., 508 E. 
a. Be 


rics and dimensions. 


74 St. New York 21, 


11-14. Weber Equipment for Home- 
making Education, 22-p. 

11-15. Modulart Hardware, 28-p. 
11-16. Weberwall Movable-Partitions 


Systems (W-155), 44-p. 


Three booklets showing cabinet and par- 
ton units. First brochure illustrates cabi- 
nets, desks, and chalkboard units designed 
for homemaking classes; includes several 
layouts for home-economics classrooms. 
Second booklet details hardware and ac- 
cessories for retailing; gives specifications 
as well as photos. Third one shows mov- 
able wood or steel partitions; provides 
specifications, Weber Showcase & Fixture 
Co., Inc., 5700 Avalon Blvd., Los Angeles, 
Calif. 





The first 
new...all-new 


» Custom door 


at standard prices 


An outstanding example of the “Kawneer 
Touch” . . . the new all-welded aluminum 
door can be “‘customized”’ to your needs. 
Now you can specify a door that is 10% 
stronger than similar doors, provides a clean, 
seamless, eye-appealing appearance, and 
features interchangeable hardware .. . yet 
the cost compares with other standard doors, 
Here is the only stock door that can be 
styled to any type of store. Learn all about 
it now. See your Kawneer dealer or 

write Kawneer, Niles, Michigan. 





Now! —identification hardware 
‘individually designed’”’ 





























Style ““M”: Cosmopolitan hard- Style “B”: Coronet “Pull Han- 
ware for double-acting doors. die” ideal for symbol. 


@ J.L JONES 'S, PROP | 


Push Bar” provides length for full name. 




















Kawneer offers a choice of four different styles of 
hardware. The two styles shown have inter- 
changeable face plates. If you wish a 

face plate to identify any type of 

business or name, all you do is have artwork 
prepared. Kawneer will laminate it in plastic, 
etch it on aluminum, or produce it on any 
material you desire and in any color. The 
cross-hatch plate is then merely replaced right 
on the job with the new design. 


+ cen 


Completely welded construction 
for greater strength—lower cost 


10% stronger than most doors 

New “deep-weld” penetrates metal 100% 
Hairline joints and unblemished finish for 
attractive appearance 

No exposed, unsightly screws 

Seamless tubular frame construction 

Long lasting beautiful alumilite finish 





Kawneer 
General Offices 
NILES MicwuWwhGaAwn 
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JOHNSON-CONTROLLED HEAT PUMP 
insures Ideal Comfort, Cuts Heating and Cooling Costs 


Year ‘round air conditioning for the award-winning 
Roanoke Public Library* is accomplished by an appli- 
cation of the reverse cycle heat pump, utilizing two 
40-ton refrigeration compressors. The installation is 
one of the first of its kind in a library building. 

Precision control of this modern air conditioning 
system is provided by a specially engineered system of 
Johnson Automatic Temperature Control. Strategic- 
ally located Johnson Heating-Cooling Thermostats 
maintain refreshing, even temperatures throughout 
each of the nine zones into which the building is 
divided. Behind the scenes, other Johnson Thermostats, 
Valves and related apparatus constantly keep the 
system in balance with outdoor temperatures. 

Whether it’s the spacious main reading room, a 
filled-to-capacity auditorium or one of the many 
smaller special activity rooms, there is constant com- 
fort to satisfy the occupants. Control is so perfect that 
occupants never feel the need for more or less heating 
or cooling. 

Operation of the system is completely automatic, in- 
cluding all heating and cooling, defrosting and index- 
ing of the room thermostats. Added to the comfort and 
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convenience features of Johnson Control are equally 
important economy advantages. The efficient control of 
this heat pump installation results in virtually waste- 
free heating and cooling performance! 

Whatever your control problem—whether it involves 
a new or existing building, a simple or intricate system 
—it can be solved best by Johnson. Why don’t you take 
advantage of the more than 70 years’ experience of the 
nationwide Johnson organization? An engineer from a 
nearby Johnson branch will gladly make recommenda- 
tions without obligation. JOHNSON SERVICE COMPANY, 
Milwaukee 2, Wisconsin. Direct Branch Offices in Prin- 
cipal Cities. 


*Roanoke Public Library, Roanoke, Virginia. Frantz & Addkison, architects, 
Roanoke; Wiley & Wilson, mechanical engineers, Lynchburg, Virginia; 
R. H. Lowe, air conditioning contractor, Roanoke. 


JOHNSON CONTROL 


TEMPERATURE T AIR CONDITIONING 


PLANNING * MANUFACTURING * INSTALLING + SINCE 1885 





p/a products 





“Carton Forms,” inverted fiberboard boxes with cross-sectional 
stiffeners, are used as forms for waffle-type concrete floor slabs 
(left). Constructed from water-resistant materials, the carton 
forms hold their shape long after concrete has set and need not 
be removed. Holes for plumbing and electrical conduits can easily 
be cut with a knife and, if desired, ceiling lath can be installed 
before the expendable forms are placed. After pouring and 
hardening of concrete, centering boards and shoring are removed 
leaving lath bonded to the bottom of the joists ready for plaster. 
Fibre Box Association, c/o Westheimer & Block, 212 North Kings- 
highway, St. Louis 8, Mo. 





Fiber tubes used as pipe sleeves easily withstand pressure of 
poured concrete. Tubes are used with two metal ends to keep 
from filling. One metal closure is nailed to form (above left) ; 
after being cut to required length, tube sleeve is slipped over the 
nailed-in-place closure (above); other end closure is inserted in 
top of sleeve before pour (above right). Sonoco Products Co 
Hartsville, S.C. 


Special features of decentralized built-in-wall individual units 
(left) for air conditioning apartment buildings, office buildirzs, 
hotels, etc., are: (a) true perimeter cooling of rooms; (b) in- 
dividual control by tenants; (c) permanent installation; (d) less 
than one-third cost of central installation. Has especially silent 
operation through quiet, shock-mounted nonvibrating installation 
and extra-quiet fans. Amic Manufacturing Corp., 21-25 44 Ave., 
Long Island City 1, N.Y. 


To eliminate pilferage through emergency exits that (by law) 
must remain unlocked on the inside at all times, a new Fire 
Exit Lock has been developed (right) for commercial buildings, 
hotels, factories, etc. In the event of fire, one simply strikes the 
lock and the exit door immediately opens. At the same instant 
a loud sounding bell is activated to warn that an emergency 
exists—or that someone is attempting a theft. Authorized per- 
sonnel to whom special keys have been issued, however, can un- 
lock the exit without sounding the alarm. Lock has Under- 
writers’ Laboratories approval and is legally recognized in all 
major cities. Over-all dimensions are 4%" x 11" x 2 anda 
good maintenance man can install the lock in 15 to 20 minutes. 
Installation cost is $53 per unit and under normal operating con- 
ditions lock has life-time guarantee. Six, 12, and 20 station 
control panels that monitor exit locks are optional (far right). 
Exit Lock Company, 171 Main St., Port Washington, N.Y. 
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More than 


3,000 
AllianceWare 
Fixtures 


When Lang Brothers Company of Cincinnati, Ohio, planned 
the Greenfield Village development in a most desirable 
residential area, they determined that quality construction 
throughout would be the first consideration. The results of 
their insistence on quality are evidenced in the photo- 


graphs below. 


The entire Greenfield Village development comprises 550 
homes. Of these, 389 have two baths and the remainder 
one and one-half baths. All bathroom fixtures—bathtubs, 
lavatories and closets—are AllianceWare —in color. 


Discriminating builders recognize that there is only one 
quality to AllianceWare —the very best we know how to 
produce. So AllianceWare goes into the finest homes, 
apartments and hotels. Added to high quality are Alliance- 
Ware design advantages that assure customer satisfaction. 
Every AllianceWare tub has a patented “grab-rail” con- 


are installed in these 
*30,000-—40,000 homes 
of Greenfield Village 


struction for safety in entering or leaving the bath. Alliance- 
Ware’s exclusive wall-hung method of installation keeps tubs 
from shifting or settling, while the AllianceWare wall-guard 
tiling flange prevents leaks between tub and wall. 


The features of AllianceWare in modern styling, high 
quality and lighter weight with a choice of white and five 
colors are appreciated by builders and home -owners alike. 


*h (peadies z ALLIANCEWARE, INC. 
| ny Alliance, Ohio 


iv 
pr i Bathtubs + Lavatories «+ Closets + Sinks 


— 
— Plants in Alliance, Ohio and Colton, California 
== 38 tee) 


NATIONAL 
HOUSING 
CENTER 
WASHINGTON, 0. C 


Greenfield Village Homes are all equipped with 


these AllianceWare Fixtures. 


Greenfield Village — Cincinnati, Ohio; Builder: Lang Brothers, Inc.; Plumbing Contractor: Jones Plumbing and Heating Co., Inc.; 
Plumbing Wholesaler: Main Supply Co.; All of Cincinnati, Ohio 
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(Continued from page 165) 


air and temperature control 


Roomette Air Conditioner: new room air- 
conditioning unit, resembling end table, 
need not be built into wall or window. 
Basic engineering difference is that air for 
refrigerant condensing is drawn from bot- 
tom instead of back of unit; 13” x 15” 
opening is cut in floor over ventilated base- 
ment. Equipped with thermostat as well as 
filters, unit cools, dehumidifies, cleans, and 
circulates air; controls and grills for flow 
of conditioned air are located on front 
panel. Unit, 27” high x 15” wide x 28” 
deep, is finished in driftwood beige; 34-hp 
model uses standard 115-v current. Carrier 
Corp., Syracuse, N. Y. 


Winkler Boiler: oil-fired, steel boiler fea- 
tures six heating surfaces. Two sets of 
double economizers provide four extra 
heating surfaces; unusually large water 
content of boiler insures constant supply 
of domestic hot water. Boiler comes com- 
pletely packaged with hot-water specialties, 
tankless water heater, and thermal valve 
which prevents boiler water from leaving 
unit below 180 F. Stack temperatures are 
extremely low and draft loss through boiler 
is claimed to be so slight that no chimney 
is required. U. S. Machine Div., Stewart- 
Warner Corp., Lebanon, Ind. 


Radiant Radiator: cast-iron radiator for 
steam or hot-water heating systems, pro- 
vides biending of both convected and radi- 
ant heat. Recessed unit, 5” deep by 20” 
high, is especially suited for location under 
low kitchen windows or in bathrooms where 
space is limited. Radiator, available with 
matching outlet grills, can be painted to 
harmonize with walls; simplified piping 
hook-ups are designed for economical in- 
stallation in new or existing homes. Utica 
Radiator Corp., Utica, N. Y. 


Electric Baseboard Heaters: new base- 
board heaters are designed to give eco- 
nomical operation and maintenance in any 
climate. Two-ft units, installed in place of 
baseboards, provide both radiant and con- 
vective heat; individual controls for each 
room permit conservation of heat. Maxi- 
mum surface temperature of heater 7” high 
by 254" deep is 100 F; requires 240-v, a-c 
current. Westinghouse Electric Corp., Box 
2099, Pittsburgh 30, Pa. 


construction 


Sanlime Finish Applied By E-Z-Tex 
Spraying Machine: colored, sand-textured 
finish for walls is inexpensively produced 
by applying prepared lime material with 
portable spraying machine. Lime mixture, 
requiring addition of water only to obtain 
proper consistency, is first trowelled onto 
base coat to fill depressions; when finish 
coat is sprayed on, all marks are concealed. 
Use of spraying machine is said to reduce 
dusting substantially; two men can cover 
500 yd per day with machine. Ohio Lime 
Co., Ohio Hydrate Bldg., Woodville, Ohio; 
E-Z-On Corp., 1725 W. Pershing, Chicago, 
Ill. 


168 Progressive Architecture 





Pocket-Door T-Frame: new warp-proof 
pocket for interior sliding doors, is de- 
signed for use with any type of wall ma- 
terial. Steel header, head jambs, and up- 
right jambs are finished in rust-proof baked 
enamel ; frame package also includes alumi- 
num track and door guide, wrought-steel 
hangers, nylon rollers, rubber bumper, and 
mounting screws. Frame will accommodate 
1%” doors, single or in pairs (for biparting 
installations). Sterling Hardware Mfg. Co., 
2345 W. Nelson St., Chicago 18, IIL. 





Steel-X Bridging: 20-gage, galvanized- 
steel bridging is engineered with struetural 
ribbing for maximum strength. Feature of 
bridging is that it is installed after 
plumber, electrician, and heating contractor 
have finished work—eliminating alterations 
in braces. Bridging, braced between joists, 
is pulled down into position ; anchor prongs 
lock firmly in place. One size is quickly 
adjustable to 2 x 10's, 2 x 8's, and 2 x 6's. 
Taber Bushnell Co., Minneapolis 2, Minn. 

(Continued on page 172) 


CONSTRUCTION DETAILS 


for LCN Floor Type Door Closer, Shown on Opposite Page 

The LCN Series 2-4-6 Closer’s Main Points: 
. Full rack-and-pinion, two-speed control of the door 
. Mechanismconcealed; leverarmdisappearsunderdoor 


door down 





. Door hung on regular butts, its weight carried inde- 
pendently of closer 
. Closer easily adjusted or serviced without taking 


. Installed with or without threshold; may be flush 
with threshold or with floor 


Used with wood or metal doors and frames 


Complete Catalog on Request—No Obligation 
or See Sweet’s 1955, Sec. 17e/L 


LCN CLOSERS, INC., PRINCETON, ILLINOIS 














Harrison & Abromovitz and Eldredge Snyder, Architects — t 


y -MODERN DOOR CONTROL BY LOW -ciosers conceAten IN FLOOR ~ 7 


SOPHRONIA BROOKS HALL AUDITORIUM, OBERLIN COLLEGE, OBERLIN, OHIO 
ros & LCN CLOSERS, INC., PRINCETON, ILLINOIS 


ol 


Construction Details on Opposite Page 


Marston's 
San Diego, California 


Edgewater Beach Hotel 
Chicago, Illinois 





LUMICEL 
a lal 


A 24” x 24” white translucent single panel. 





The basic material is vinyi plastic, providing 
an effective balance between the transmission 
and diffusion of light emanating from a totally 


separate lighting fixture. 


ACOUSTI-LUX 


~ ~ 


A 24” x 24” white translucent double panel 








fabricated of two formed units of the basic 


material, secured together around perimeter. 


A specific volume of air is contained between 


the two faces; diaphragmatic damping provides 


the sound absorption value. 





New Acousti-Celotex 
— fmicel at aeeougl- fax 


TRADE MARK 


TRADE MARK 


panels for translucent ceilings 


Two new, highly decorative answers to today's high-level 
illumination demands: Acousti-Celotex LUMICEL and 
ACOUSTI-LUX (Patents No. 2218992, 2710335)... for scien- 
tifically correct balance between peak light transmission and 
uniform light diffusion. 

Installed on Alumitee metal suspension system, directly 
from the base ceiling, completely independent of light fix- 


tures. May be used in combination with choice of attractive 
Acousti-Celotex sound conditioning tile in translucent ceiling 
designs, depending upon lighting, acoustical, and decorative 
requirements. 

LUMICEL and ACOUSTI-LUX panels are now available 
at your Acousti-Celotex Distributor. Contact him now. See 
sample panels— get installation details! 


DESIGNED TO HELP SOLVE 
Today’s Illumination Problems with .. . 


complete uniform light diffusion—"shadowfree lighting” 
low brightness—no glare 
light sources from totally independent concealed fixtures 


will not support combustion; rated as “self-extinguishing"’ 
ceiling surface by the standard method Test for Flammability 
of Plastics as defined by ASTM D568-43 


long-lasting, durable panels with color and dimensional sta- 
bility essential for translucent ceilings 
a ceiling system where acoustical tile and translucent panels 

Circles : <a are combined in a layout keyed to the needs of the areas below 

a single panel (Acousti-Lux) which combines light diffusion 

and sound absorption 

unusual versatility; unlimited custom designs and surface- 

painted color patterns available 


easy maintenance; convenient size for washing, instant re- 
moval for access to light fixtures 


Domino an uninterrupted, level ceiling plane of soft, diffused light 
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| 
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staan of FOR FULL DETAILS on Acousti-Celotex LUMICEL and 
ACOUSTI-LUX, write to The Celotex Corporation, 
Dept. C-105, 120 S. La Salle St., Chicago 3, Illinois. 


wOLd oown,. 
cw ‘ 


BAKED ENewEL 
Finise 











‘TRANSLUCENT 
anee 


Nes’ cross .s 
a 
SS Se EE 


Detail showing installation of Lumicel and Acousti-Lux trans- TRADE MARK wearsterto U.S. PAT. OFF. 


lucent panels on Alumitee metal suspension system. System One reape 
consists of rigid 24” x 24” suspended modular, interlocking grid use 


abricated of extruded aluminum. 1” exposed flanges of ‘‘T’s”’ 
fabric di iientahial ve 1 M se Loa ee? dows d Products for Every Sound Conditioning Problem—The Celotex Corporation, 120 S. Lo Salle St., 
finished in white baked-on enamel. ~Nate, —— Chicago 3, Illinois e in Canada: Dominion Sound Equipments, Ltd., Montreal, Quebec. 


vice, easily disengaged for panel removal, keeps translucent panels 
securely fitted in grid. 
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The right type lock line for every type of service 
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First Choice 


for the new 
Tower Building 
Denver, Colorado 








Architects: 
Webb & 
Architectural Div, 


Assoc. Architects: 
Kahn & Jacobs, N.Y. 
G. M. Musick, Denver 


Hardware Supplier: 
George Mayer 
Hardware Company 





Uniloc, Mono Design. 

Other Russwin Hardware installed 
includes: Door Stops, Surface Door 
Closers, Overhead Door Holders, Kick 
Plates, Door Pulls, Push Plates, 

Fire Exit Bolt. 


4 . \ 


For the imposing new Tower 
Building at the famous MILE HIGH 
CENTER DEVELOPMENT, Russwin 
“Unilocs” offered advantages quite 
similar to those of the unique 
Russwin Heavy Duty Unit Locks. 
They're pre-assembled at the 
factory. Each lock is built on a cast 
brass frame and has a cast bronze 
latch bolt, forged brass knob 
shanks and anti-friction latches. 
Two entrance door locksets may be 
obtained with 34” bolt throws — 
others have 4” throws. 


With all basic types of locks avail- 
able in one line, selection of the 
right type for the service is simpli- 
fied for those who specify 
RUSSWIN. For complete details on 
“Unilocs,” write Russell & Erwin 
Division, The American Hardware 
Corporation, New Britain, Conn. 





p/a products 





(Continued from page 168) 


doors and windows 

Infropake Coating: new coating for in- 
terior surface of windows, doors, and sky- 
lights reduces harmful effects of sun. High- 
ly transparent protector is claimed to elim- 
inate 99 percent of ultraviolet light which 
fades fabrics; in addition, coating is said to 
absorb glare, cut down reflections, and re- 
duce radiant-heat influx. Applicator is pro- 
vided for windows up to 30” x 30”; for 
larger glass areas, coating is sprayed on. 
Infropake Corp., of America, Whitestone, 
Long Island, N. Y. 


Stanley Garage Doors: three new roll-up 
doors feature inclined track and adjustable 
lock strike. Two-in., heavy-gage inclined 
track insures free action of door; lock 
strike can be adjusted for unevenness of 
floor or to fit locking conditions. Doors 
also have adjustable top corner bracket for 
weathertight fit when closed as well as 
ballbearing roller hinges for smooth, quiet 
operation. Available in 8 or 9 heights, 
6’ 6” to 8’ wide. The Stanley Works, New 
Britain, Conn. 


electrical equipment, lighting 
Meter-Socket Load-Center Combinations: 


residential service-entrance devices combin- 
ing meter socket and circuit-breaker load 
center in one unit, facilitate wiring econo- 
mies. Six branch-cireuit model has 50-amp, 
two-pole common-trip main breaker wired 
in and is rated for 120/240-v, a-c, single- 
phase, three-wire service; similar eight- 
circuit model is rated at 70 amp with meter 
wired directly to load-center bus bars. Both 
types are manufactured in semi-flush or 
surface-type rain-tight enclosures. Trum- 
bull Components Dept., General Electric 
Co., Plainville, Conn. 


Scott-Line Fixtures: new fixture design 
features one-piece, all-plastic louvers. De- 
signed to meet demands of high efficiency 
at low cost, lamp emits luminous, diffused 
light. Louver, which swings down from 
either side for maintenance, ig made of 
molded, high-temperature polystyrene; 
channel is formed of cold-rolled steel, 
bonderized for paint adhesion. Fixtures 
may be surface or pendant mounted with 
provisions for continuous-row installation ; 
available for both rapid and instant-start 
lamps. Sylvania Electric Products Inc., 
1740 Broadway, New York 19, N. Y. 


finishers, protectors 


Gelvatex Coatings: vinyl-emulsion paint 
is claimed to have longer life than con- 
ventional paints without oxidizing, chalk- 
ing, or fading. Features of plastic-base 
paints are washability, imperviousness to 
chemicals, and absence of inflammable sol- 
vents. Coatings, applied by brush, spray, 
or roller, are available for wide variety 





of interior and exterior surfacing materi- 
als. The Gelvatex Coatings Corp., 1250 
Wilshire Blvd., Los Angeles 17, Calif. 


insulation (thermal) 


Armaflex Pipe Insulation: foamed-plastic 
pipe insulation for use on dual-tempera- 
ture lines to air-conditioning units can be 
slipped over pipes or tubing during instal- 
lation. Closed-cell foam material, highly 
resistant to passage of air or vapor, has 
thermal conductivity of .28 at 75 F and 
will withstand dual temperatures from 32 
F to 200 F. Insulation is also self-extin- 
guishing, odorless, and nonstaining; made 
in 6° lengths in 5%”, %”, 1%", or 1%” 
diameters. Armstrong Cork Co., Lancaster, 


Pa. 


sanitation 

Stationary Vacuum-Cleaning System: 
small-sized budget-priced, vacuum-cleaning 
system is designed for installation in 
homes or small commercial buildings. 
Available in either bag or centrifugal type, 
unit can be placed in utility room, garage, 
or cellar; lightweight tubing runs irom 
unit to conveniently located wall outlets. 
In addition to dry cleaning, unit will draw 
in as much as four gal of water. The 
Spencer Turbine Co., 484 New Park Ave.. 
Hartford 6, Conn. 





specialized equipment 


C-O-Two Predetector System: automatic, 
radioactive system detects fire in its earliest 
stages without depending on visible smoke 
or heat for actuation. Predetector heads, 
containing radioactive element, are spaced 

on centers up to 60’ apart and connected 
to fire-indicating cabinet; when combus- 
tion gases or smoke are present, relays in 
fire-indicating cabinet function to sound 
alarms, close fire doors, or activate fire- 
extinguishing systems. As many heads as 
necessary can be connected together in 
single two-wire circuit to cabinet. C-O-Two 
Fire Equipment Co., Newark 1, N. J. 


surfacing materials 


Laticrete Coating: industrial flooring ma- 
terial is combination of liquid rubber and 
special cement powder. For use as surface 
toating in repair work or new installations, 
material adheres to concrete, steel, brick, 
or tile. Materials are mixed on job and 
handled like concrete; after hardening, 
surface will take heavy loads without 
cracking over wide temperature range. 
Will take compressive loads of 2500 psi; 
adhesion to concrete is about 300 psi. Nau- 
gatuck Chemical Div. U. S. Rubber Co., 
nag J Ave. of the Americas, New York 20, 








Hirst Choice 


for the new 
Denver Club Building 


Denver, Colorado 





Finishing hardware specifications 
for the magnificent new Denver 
Club Building called for the 
unique advantages of Russwin Unit 
Locks. These locks, for example, 
are completely assembled at the 
factory. No disassembly is required 
to install or remove them. Latches 
are anti-friction, pullman type, 
assuring positive latching with 
minimum effort. Lock frames are 
solid bronze metal castings 
designed to maintain permanent 
alignment of parts, Such features 
PLUS a choice of styling and 
finishes met the exacting specifica- 
tions established for the Denver 
Club Building and assured the 
right type lock for the service. 
Russell & Erwin Division, 

The American Hardware Corpora- 
tion, New Britain, Connecticut. 


be right type lock line for every type of service 
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rcbitect: 
R. H. Ervin, ALA, 


Hardware Supplier; 
George Mayer 
Hardware Company 
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Cast Aluminum Unit Locks, 
Other Russwin Hardware installed 
includes: Surface Door Closers, 
Stilemaker Locks, Ten Strike Locks, 
Kick Plates, Push Plates, Door Pulls, 
and Miscel'aneous Trim Hardware. 










New magnetic chalkboard 
puts a gleam in 
a school board’s eye! 


Unique Weldwood Chalkboard is guaranteed for the life of the school — never needs 
refinishing —is glare-free and easy to read. It is a combination chalkboard, magnetic 
visual aid board and bulletin board — yet its low installed cost makes it a natural for 


today’s squeezed budgets. And its versatility makes it a school designer’s dream. . . and 


perfect for industrial applications, too. 


Chalkboard trim for easy, economical installation. 


You get three-way economy! It can be used as 


Weldwood Chalkboard consists of a 3-coat porcelain- 
on-steel* face permanently bonded to exterior grade 
plywood and backed with an aluminum sheet. It chalkboard, magnetic visual aid board and builetin 


won't shatter, buckle, warp or break under impact, board. Available in standard sizes up to 4 x 10 feet. 


stress or temperature changes. 

Its velvety-green glare-free surface defies scratch- 
ing and chipping. Easy on young eyes, it’s easy on 
the budget, too, because it needs no fixed grounds, 


and can be mounted with Weldwood Aluminum 


~ gages 


a 2 


Chalk doesn't “squeal” on Weldwood Chalkboard’s special 
porcelain surface that’s easy to write on, easy to erase, easy 
to keep clean. Valhalla Junior High School, Valhalla, N. Y. 
Arch: Robert A. Green. 


Electrically operated double Chalkboard moves on tracks in 
physics laboratory at University of Pennsylvania. Problems 
started on one board can be finished on the other. Arch: 


James R. Edmunds, Jr. 


Special light gray chalkboard, ideal as a projection 
screen, and special decorator colors also available. 
Send coupon for full information, or visit any of the 


87 United States Plywood Corporation showrooms 


throughout the country. 


PORCELAIN FACES BY THE BETTINGER CORP 


Built-in Weldwood Chalkboard is covered by sliding panels, 
allowing one section at a time to be uncovered for quizzes. 
Darien Junior High School, Darien, Conn. Arch: Ketchum, 
Gina & Sharp. 


“Live Wall” of Weldwood Chalkboard allows adjustment of 
board height to height of child in three schools in Mineola 
School District, N. Y. Chalkboard needs no fixed grounds 
for installation. Arch: Ketchum, Gina & Sharp. 
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UISIANA “PURCHASE 


G (iark « Kp cx hition 


Magnets stick to Weldwood Chalkboard’s porcelain-on-steel face, giving kids a 


new way to learn with visual aid sessions in history, science and mathematics. 


United States Plywood Corp., Weldwood Building 
55 West 44th Street, New York 36, New York 


Weldwood 


CHALKBOARD 


{ product of 
UNITED STATES PLYWOOD CORPORATION 


W orld’s Largest Plywood Organization 


Please send me free sample and descriptive literature on 


Weldwood Chalkboard | ) 
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the only abrasive rolled steel floor plate in the 
world—means utmost safety against slipping 


accidents in any industrial plant . . . even on wet, 


greasy or oil-splashed floors or ramps. 


He also knows... 
—that ALGRIP’s depth-controlled abrasive 
penetration of its rolled steel base . . . 
assuring a safety surface self-renewed against 
the hardest wear . . . means greater. . . 
constant... and lasting . . . safety of your 
workers’ lives. 
—that ALGRIP is ig 6st for safety by 
the Underwriters’ Laboratories. 

A.W. Auerip Abrasive Rolled Steel Floor 

Plate puts your business on a firm footing. 


— A.W. ALGRIP sittin 


(ee 


ALarip—Approved for Safety by Underwriters’ Laboratories. 
ALAN WOOD STEEL COMPANY 


Conshohocken, Pa. 


Please send A.W. Atcrip Booklet AI-33 
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Address. 
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Other products: A.W. SUPER-DIAMOND Roiled Steel Floor Plote—Piates 
—Sheets—Strip—(Alloy and Special Grades) 
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books received 


Italy’s Architecture Today. Carlo Pagani. 
Ulrico Hoepli, Corso Matteotti 12, Milan, 
Italy, 1955. 293 pp., illus., L.5.500 


American Skyline. Christopher Tunnard 
and Henry Hope Reed. Houghton Mifflin 
Co., 2 Park St., Boston, Mass., 1955. 302 pp., 
illus., $5 


Storage. Interiors Library No. 4. Edited 
by George Nelson. Whitney Publications, 
Inc., 18 E. 50 St., New York 22, N.Y., 1954. 
175 pp., illus., $12.50 


Architectural Drafting. Second Edition. 
William J. Hornung. Prentice-Hall, Inc., 
70 Fifth Ave., New York 11, N. Y., 1955. 
$4.50 Trade List; $3.60 Text List 


Garden Design Illustrated. John A. and 
Carol L. Grant. University of Washington 
Press, Seattle 5, Washington, 1954. Illus., 
$5.75 


rare architecture 


Finnish Architecture and Alvar Aal- 
to. Ed. and Cl. Neuenschwander. Fred- 
erick A. Praeger, 105 W. 40 St., New 
York 18, N.Y., 1954. 192 pp., illus., $9 


The greater part of this volume is devoted 
to Alvar Aalto’s work in 1950-51. In 
these years his firm has been actively en- 
gaged in the design of industrial com- 
munities in Finland, their site plans, fac- 
tory buildings, residences, and community 
centers; but time has also been found to 
plan the extensive complex of the Fin- 
nish Technical High School and an 
elegant glass and metal pavilion in Hel- 
sinki. 

The introductory section, which pre- 
sents the background of contemporary 
Finnish architecture, from simple log 
farm buildings to Saarinen’s Helsinki 
Station, provokes a number of specula- 
tions as to the proper influence of a dis- 
tinctive region on architecture, the dan- 
gers of provincial isolation, and the 
strength with which an integrated society 
may meet adversity. To this reader, 
Aalto’s industrial communities provide 
tangible examples to quiet all verbal 
argument. This is rare architecture in 
our time, generously fulfilling its obliga- 
tions to the community by the use of the 
land, by the useful arrangement of space, 
practical construction, and the poetry of 
high art. HEATH LICKLIDER 


(Continued on page 180) 











Formfree mosaics 







The only complete 





ceramic tile line... 


Re? y -N | 


from America’s largest ceramic 
floor and wall tile manufacturer! 


Harmonitone & Bright Glaze wall tile 
Harmonitone & Veivetex mosaics 
Granitex mosaics & pavers 
Formfree* giazed tile & mosaics 
Evergiaze tile 

Carlyle quarry tile 
Electrically-Conductive floor tile 
Undulatile** 






Faience tile 






Decorated tile 

























Tile numerals & letters 
All-Tile Accessories 


In addition to the Formfree tile illustrated, you'll want complete 
data on the complete Mosaic tile line. Ask your Mosaic Represen 
tative or write The Mosaic Tile Company, Dept. 28-29, Zanesville, 
Ohio, for these new Mosaic tile books: (A) The Mosaic Workbook s 
for Architects; (B) The Mosaic Tile Book of Beautiful Homes; (C) 
The Mosaic Products Catalog. And, our catalog is in Sweet's 


i 


“Copyright 1951 by The Mosaic Tile Company a 
* Copyright 1954 by The Mosaic Tile Company 





Factories, Warehouses, Showrooms from Coast to Coast 


WAREHOUSES & SHOWROOMS: Atlanta, Baltimore, Boston, Chi 
cago, Dallas, Denver, Detroit, Fresno, Greensboro, Hartford, Hemp 
stead, L. |., N. Y., Hollywood, Little Rock, Miami, Minneapolis, New 





Orleans, North Hollywood, Philadelphia, Portiand, Rosemead sor Sue Seas 
Calif., Sait Lake City, San Diego, San Francisco, Seattie, Tampa _ ~~ chen a 
Washington, D. C., Zanesville. SHOWROOM: New York. REPRE a the name 
SENTATIVES: Buffalo, Cincinnati, Kansas City, Milwaukee, Pitts fo Your Tike 
burgh. FACTORIES: Zanesville & Ironton, Ohio, Matawan, N. J Oe acme 






Formfree Decorated wall tile Little Rock, Ark., Corona & El Segundo, Calif 


Member: Tile Council of America and The Proaucer’s Council, inc 


Over 5000 Tile Contractors to serve you 
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3% NE A 
@ 15 to 20 Years of reliable service is often reported by users of { 


Powers Temperature Regulators. Since 1891 they have been 
noted for their sturdy construction and dependability. Cans Since 


@ Right type of Regulator and the right 
size valve is important for best control. 
From Powers complete line of self oper- 
ating regulators and air operated tem- 
perature controllers you can be sure of 


getting the type best suited for your 
requirements. Call our nearest office or 
write us direct. 3400 Oakton St., Skokie, 
Illinois. Offices in Chief Cities. 


THE POWERS REGULATOR COMPANY 





Merling 


HARDWARE 


NEW and IMPROVED! 


WARP -PROOF, ALL STEEL NO. 1200 


POCKET DOOR T-FRAME 


i igned for single or bi- 
6" or 6'-8” high. Any type 
ood paneling or tile. | 
-8” and 3’-0” doors. , 


EASY TO INSTALL... 
FOR A PAIR OF DISAPPEARING DOORS 
Double pocket doors give a center opening twice the 
width of by-passing doors and make a convenient open- 
ing for walk-in closets. They create extra living space if 
used between rooms. The doors disappear into wall 


pockets when opened and meet in the center of the 
doorway when closed. Easy to install. Ask for Series 
1200B for Bi-Parting Pocket Doors which includes two 
T-Frames and coupling. 
See our Catalog in Sweet's Architectural 
or Light Construction Files, or write 


STERLING HARDWARE MANUFACTURING COMPANY 
2345 WEST NELSON STREET © CHICAGO 18, ILLINOIS 











FIXED BEAM 
DOWN LIGHTS 


For Auditorium, Arena, Theatre 
and Cinema Lighting 


The original downlight ... forerunner of all so-called down 
lights, especially designed to provide effective illumination 
of large areas from extremely high ceilings. 

Each fixture entirely concealed above ceiling, equipped with 
ellipsoidal reflector with fixed focus optical system to project 
light beam through relatively small apertures. Crossing of 
rays at aperture permits use of ceiling openings much 
smaller in diameter than optical lens. Side glare eliminated, 
as lens is several inches above ceiling line. 

Full engineering details in Architectural Lighting catalog 
A-11. Engineering service available to assist in selecting 
proper types of equipment for specific jobs. 


SPECIAL FEATURES 


Permanent Alzak oan spun aluminum reflector. 
Fresnel Reab-cocieting conten lens—black risers. 
Top section of housing removable for relamping. 
Pivot mounted for or directional adjustment. 


Available in several sizes, from 150 to 1000 watt lamps. 


UL approved—safe to use. 


KLIEGL BROS 


UNIVERSAL ELECTRIC STAGE LIGHTING CO., tne 
CRIGINATO RS and MANUFACTURERS of KRLIEGLIGHTS 
321 West SOth Street...New York 19, WM. YF. 








WEST COAST: KLIEGL LIGHTING COMPANY OF CALIFORNIA, 1060 W. CTH BT., LOS ANGELES 17, CALF 


October 1955 
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HERE’S | 
HELP... 


in specifying 
INTERIOR 
FIRE-PROTECTION 


Allenco 
Siamese Fire Depart- 
ment Connection 


Allenco Fire Line 
Hose Unit 


Allenco 
Improved, Welded 
Linen Hose Rack 


Allenco Fire Line 
Fog Nozzle 


Write for A.1. A. file 29e2, Supplement 
and catalog or check Sweets 


makeg everything used in its field 


ALLENCO 


is most widely used, proved over 65 years 


W.D. ALLEN 


MANUFACTURING COMPANY 


pricing is competitive, delivery reliable 
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(Continued from page 176) 


not by formulas alone 

Strutture di Calcestruzzo Armato e 
di Caleestruzzo Precompresso. Rein- 
forced Concrete and Prestressed 
Concrete Structures. Riccardo Moran- 
di. Libreria Dedalo Editrice, Via Barbe- 
rini 75, Rome, Italy, 1954. 141 pp., illus., 
L. 4.600 


To the layman, the development of mod- 
ern architecture might appear to consist 
of a series of false starts. Each of these 
episodes is distinct in character, each has 
been accompanied by considerable intel- 
lectual fanfare, each has made its con- 
tribution to the total modern movement, 
and each, individually, has led to its own 
dead end. Art Nouveau, in the early 1900s, 
briefly replaced Victorian decorative 
clichés with a flowering naturalism, leav- 
ing us a few masterworks of sinuous 
grace and a jungle of writhing horrors. 
De Stijl followed, dedicated to an equally 
intense worship of the straight line and 
the right angle, with some temporarily 
disastrous effects on objects directly re- 
lated to the human form. The machine 
esthetic and the International Style, 
hailed in the ’20s and °30s as the true 
design expression of the century, pro- 
duced the coolly calculated perfections of 
Le Corbusier and Mies—and the cold 
sterilities of many of their followers. The 
40s developed a softened and more deco- 
rative tendency, praised by some as a 
New Humanism and derided by others as 
the Cottage Style. 

Only now, after the middle of the cen- 
tury, do we begin to see all of these 
phases in their proper historical perspec- 
tive. In spite of valid experiments with 
style, we now realize that the basis of 
true architectural form is structure and 
that the most significant innovators in the 
20th Century (as they were in the 19th) 
are the engineers. The 19th Century en- 
gineering in iron and steel led to the 
skeleton frame, the curtain wall, the sky- 
scraper, and entirely new concepts of in- 
terior space. Today’s remarkable and 
unprecedented structures in reinforced 
and prestressed concrete may prove to be 
equally great determinants of contempo- 
rary form and style. 

(Continued on page 184) 





swimming pool details by 


Suntile offers you all the time-proved advantages 
of ceramic tile for swimming pools — 
plus fresh design quality. 


You'll find that Suntile’s wide range of 
colors, textures and sizes provides unusual 
latitude in creating patterns, murals and 
other decorative effects in tile. 


The smaller sizes and durable, slip-proof 


matt-finish of Suntile Satinized Ceramics make Washington Park YMCA, 
Chicago, Illinois 


them especially appropriate for pools. Architect: Eugene 8. White 


Northeastern Branch YMCA-YWCA, 
Norwood, Ohio 
Architects: Potter, Tyler & Martin 





Typical swimming pool detail 
prepared by our 
Special Design Staff. 


the CAMBRIDGE TILE mfg. co. | 


P. O. Box 71, Cincinnati 15, Ohio 


October 1955 








HERE’S WINDOW BEAUTY 
THAT WRAPS UP SALES 





TRADEMARK OF ANDERSEN CORPORATION 


Andersen \Windowalls 


Residence in Rockford, Illinois, C. Edward Ware, architect 


Andersen WINDOWALLS add a powerful sales feature 
to this home. Flexiview Units installed over operating 
Andersen Flexivents assure sunshine, fresh air, a view. 
Yet they close tight to form weathertight walls. They're 
windows and walls . . . Andersen WINDOWALLS of 
treated, insulating wood. 

See Sweet’s Architectural Files or write Andersen 
for full specification data. WiINDOWALLS are sold by 
lumber and millwork dealers throughout the country 
including the Pacific Coast. 


ANDERSEN CORPORATION « BAYPORT, MINN. 





» OR a 
HOMASOTE 


"/o” HOMASOTE—WITH LINEN, 
STRIATED OR WOOD-TEXTURED 
SURFACE OR SOTE ASBESTOS BOARD 


BALSAM WOOL ENCASED 
IN VAPOR-BARRIER PAPER 


ANNOUNCING 
WILSON AIR-COR 


— makes condensation problems. 
a thing of the past 


—custom-made to your 
specifications 


No matter what the interior or exterior 
conditions—of climate, temperature or hu- 
midity—you need no longer have a con- 
densation problem. The solution—as pre- 
sented in Wilson Air-cor Roof Decking— 
is scientific, unique, yet amazingly simple. 


Two air channels, running the length of 
each 2’ x 8 panel, insure continuous air 
circulation across the entire roof—auto- 
matically and in sufficient volume to ab- 
sorb all normal condensation. For extreme 
conditions, forced air could be used. 


Use this scientifically engineered roof 
decking on flat or pitched roofs—and on 
any type of structure. Then apply built-up 
roofing, shingles, slate or metal, as your 
design requires. The panel is designed for 
rafter spacing up to 48” o.c.; nail holes 
are pre-drilled to your order. 


The strength is there; the insulation value 
is there. ( With built-up roofing and 42” 
Homasote, the U factor is 0.15.) Here 
is new insurance on air-conditioning in- 
vestments. 


Each panel is made up of three 2” x 2” 
wood members, 12” o.c., horizontally. On 
one edge is a wood tongue; on the other 
a groove. The top and bottom sheets are 
weatherproof Homasote. According to 
your specifications, the top sheet may be 
either '42” or 7442” in thickness; the bot- 
tom sheet (which can serve as finished 
ceiling) may be of Standard, Striated 
or Wood-textured Homasote or of Sote 
Asbestos Board. 


The top piece overlaps %«” on the groove 
side, thus shutting out moisture (and also 
the asphalt of built-up roofing). The 
bottom piece has a 45° bevel on each side. 
This overlaps the wood members by 42” 
to insure a tight joint between sections. Be- 
tween the wood members—over the bot- 
tom piece—a barrier of 4” Balsam Wool, 
completely encased in vapor-barrier paper, 
is glued. At each end of each panel two 
wood blocks—1 4” x 144”x 1%4”—provide 
for satisfactory nailing to rafters or joists. 
Panels are easily cut to any dimension (or 
supplied in special lengths, to order). 
Sound-deadening partitions and sub-flooring. 
For interior, sound-deadening partitions, 
Wilson Air-cor Panels are supplied in 2’, 3’ 
and 4’ widths and in heights up to 11’ 2”. 
The combination of Homasote and Balsam 
Wool creates an unusually efficient sound- 
deadening barrier... For use in partition 
walls, the Homasote surfaces are applied as 
panels beveled on both sides—and without 
overlap . . . For sound-deadening between 
floors, use the panels as sub-flooring; nail 
the finished flooring direct to the wood 
members of the panels. 

Wiring—An additional advantage of the air 
cores is that electric wiring—whether conduit 
or cable type—may be passed across the roof, 
thus wiring the building from above. This 
is not only the most 

economical method, 

but permits the plac- 

ing of light fixtures 

wherever desired. 


Our Engineering 
Service is available 
to work with you on 
any specific problems 
of roof decking, par- 
titions or sub-floor- 
ing. Let us give you 
complete details and 
specifications. Kindly 
address your inquiry 
to Department K-9. 


(a! HOMASOTE COMPANY 


TRENTON 3, NEW JERSEY 
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A recently published book on the work 
of Italian architect and engineer Riccardo 
Morandi (text in English and Italian) 
shows the contributions that one man has 
made to this branch of modern building 
over a 20-year period. Comparisons with 
others working in the same field are in- 
evitable. The remarkable bridges of Rob- 
ert Maillart have yet to be surpassed; 
certain aspects of the work of Pier Luigi 
Nervi—a fellow Italian—are still to be 
equalled. 

Morandi’s work includes theaters, ware- 
houses, factories, power plants, hangars, 
and bridges. The section on bridges is 
the most interesting part of the book. 
These spans—crossing rivers and torrents 
with romantic Italian names—show a 
clear sensitivity to the special economy 
of material and grace of form made pos- 
sible by concrete construction. The frank 
statement of dramatically simple shapes 
in tension and compression is the basis 
of the vitality and poetry of the modern 
bridge. The Italians in particular, with 
their highly developed sense of beauty 
and drama, would not hesitate to apply 
the word “poetica” to this phase of engi- 
neering design. 

The introduction to the book places 
repeated emphasis on the fact that engi- 
neering design cannot be calculated by 
formulas alone. To quote, in a slightly 
simplified version of the picturesque Eng- 
lish translation, “The works included in 
this collection were selected from many 
to show how the solution of each prob- 
lem led, after various attempts, to the ex- 
pression of an architectural idea, or a 
new stylistic expression.” That a new 
phase of modern architecture, based on 
new space-shapes, is in development is 
undeniable. Although reinforced-concrete 
construction is applied to the most utili- 
tarian kind of buildings, the experimental 
approach and a sure esthetic taste have 
placed some of these structures among 
the most interesting and important monu- 
ments of our time. Nervi’s lamella vaults 
and reticulated ceilings in Italy, the work 
of Eduardo Torroja in Spain, the executed 
and the unfinished designs of the late 
Matthew Nowicki, are all space struc- 

(Continued on page 186) 





This new hood gives complete protection to the 
awning and awning fixtures. The outer face 
modern and unusual in design, creates a smart 
elare Ms) clot tials Mela4-1a0Mel Misl-Mal-tele Me) Mi lal-Mee) > l-tallale! 
It is beautifully finished like all Pittco mouldings 
For complete details, see your Pittco Store Front 


Metat Representative 
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Oram CHAIRS 
ARE 


GOOD CHAIRS 


Scientifically planned to aid YOU 
in your work designed to sup- 
port you comfortably whether 
you're chewing your pencil or bent 
over hard at work . engineered 
from the quality materials YOU 
would recommend, with inde- 
pendently adjustable seat, back 
and footring to conform to your 
physique .. . and ‘vith removable, 
replaceable covers in a wide renge 
of fabrics and colors to match 
YOUR decorating plan. 


Pictured, Cramer Hi-Model 
4D-22T with forward-tilt 
seat; others available. All 
are low-gravity balanced for 
safe use on casters if 
desired. 


> 
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c., Dept. a 
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tures of extraordinary ingenuity, signifi 
cance, and beauty. 

Since the author insists on the consid- 
eration of esthetic criteria, it is only fair 
that the work be submitted to architec- 
tural criticism. In the desire to translate 
structure into architectural language, it 
would seem that, with the exception of 
the bridges, a little too much “style” has 
been forced upon some of the buildings. 
While we admire Morandi’s inventive en- 
gineering, his understanding of material, 
and his willingness to play with bold 
forms, we maintain reservations about 
certain arbitrarily decorative effects, most 
ef which were produced in collaboration 
with architects: a disturbingly heavy mar- 
ble facing ostentatiously applied to the 
overhang of an auditorium project for 
Rome, a theater in Rome that has been 
dressed up with a “sharp” exterior (al- 
though not nearly so flamboyant as most 
Italian movie houses). There is a subtle 
suggestion that even engineers may be 
influenced by that growing group of Ital- 
ian architects who have developed a neu- 
rotic distaste for the direct and simple 
solution. It is extremely probable that 
Morandi, alone, might not have forced 
his structures into these decorative vul- 
garities. His more severe work—the Tec- 
nicum building at Colleferro (1953), the 
match factory near Trieste (1950)—is 
surprisingly reminiscent, in the propor- 
tioning of rectangular volumes and fen- 
estration, of the work of the “Comacini,” 
the group that pioneered modern archi- 
tecture in North Italy around the lake of 
Como in the 1930's. It is in the freer 
plastic elements, stairs in particular, that 
Morandi is able to show his own personal 
taste and virtuosity and to indulge his 
obvious pleasure in the esthetic potential- 
ities of the material. 

ADA LOUISE HUXTABLE 


variety of houses 
A Treasury of Contemporary Houses. 
Editors of Architectural Record. Archi- 
tectural Record, 119 W. 40 St., New York 
18, N.Y., 1954. 215 pp., illus., $5.95 


The files of an architectural magazine 
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Will discuss TV distribution 
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Write for Free Manual 
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the Backbone of Steel 
for EVERY masonry wall 


Architects from coast to coast have acclaimed the plus 
features of patented Dur-O-waL, the steel reinforcing 
that means lasting beauty for all masonry construction. 
Electrically butt welded in a single plane of high tensile 
steel, Dur-O-waL’s trussed design puts more steel in 
the wall economically. Join the trend to Dur-O-wal. 
It’s backed by laboratory findings .. . time tested... 
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FOR DETAILED LITERATURE AND PRICES pe 


WITHOUT ANY OBLIGATION ON YOUR PART 
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TUTTLE 
High | 


Seaman’s Bank for Savings . . . 

First entire building in New York City 
to use double duct mixing plenum 

high pressure system features complete 
flexibility of heating/cooling zone 
control. 


Architects: Ho 

Consulting Enginee 

General Contractor. W 

Air Conditioning Contractor: Alv 


Photograph taken during construction of Sea- Typical view of a general office area in Sea- 
man’s Bank for Savings showing installation man’s Bank for Savings showing how Tuttle 
of Tuttle & Bailey Type MPW Double Duct & Bailey Type MPW Units blend with modern 
Mixing Plenum Wall Units. architectural design and decorative scheme. 


ENGINEERED PRODUCTS FOR AIR CONDITIONING, 
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& BAILEY 
Pressure Units 


give SEAMAN’S BANK for SAVINGS 


indoor weather that satisfies everybody! 


I" THIS modern twelve-story addition to Manhat- 
tan’s financial district, Tuttle & Bailey High 
Pressure Units will provide efficient, economical 
year-around heating and cooling comfort . . . Type 
MPW Wall Units are located under all windows 
throughout the building, in banking areas and pri- 
vate offices... Type MPD Ceiling Units are 
installed in the dining areas. 


Operating on an all-air system, these double 
duct units mix and discharge varying proportions 
of heated and cooled air to provide a constant vol- 
ume at the exact temperature desired in individual 
areas. This flexibility means one area can be heated 
while another is cooled regardless of time of day 
or season. 


Mixing Plenum 
Ceiling Unit 


Savings in overall building and installation costs 
were effected by the use of conduit risers and 
branches which reduced floor-to-floor dimensions 
...@ single primary equipment room resulted in 
more useable space . . . and the need for supplemen- 
tary equipment required for the operation of other 
types of systems was eliminated. In addition, utili- 
zation of 100% outside air for cooling when tem- 
perature permits will save the cost of operating 
compressors, pumps, and cooling tower during 
such periods. 


For complete information on the advantages of 
a high pressure air distribution system in new con- 
struction — or for remodeling — get in touch with 
your nearest Tuttle & Bailey Representative or write 
for Catalog No. 109 and Bulletin No. 110. 
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and aviation needs 


INTERNATIONAL 
NEW-DESIGN DOORS 


ADD A NEW ANGLE 


that adds 


Close-up of International - built 
doors at Pier No. 57. Note ‘‘nest- 
ing’ of leaves when doors afe 
opened — also the protective bar- 
rier formed by a 4-ft. section of 
the lowermost leaves of upper 
deck doors. 


SEE COMPLETE CATALOG 
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ARCHITECTURAL 
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CONSTRUCTION FILES 
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Some of the 126 new-design 
vertical-lift doors serving 
PIER NUMBER 57 
Foot West 15th and North River, 
New York, N. Y. 

Dept. of Marine and Aviation 
City of New York — Owners 
MADIGAN & HYLAND, 
Long Island City, N. Y.: 
Architects and Engineers 
CORBETTA CONSTRUCTION CO., 
New York, N.Y.: General 
Contractors for Superstructure 
INTERNATIONAL STEEL CO.: 
Fabricators and Erectors 











storage plus protection 


You're looking at New York’s first new pier 
since World War Il — also the first important 
advance in industrial door design that’s been 
made in many a year. 

It’s another innovation by International: 
Doors that operate in parallel guides . . . each 
leaf sliding upward in its own angled guide . . . 
with all leaves finally nesting vertically within 
the structure’s framework. And it’s this vertical 
versatility that offers every plant, warehouse, 
pier, or factory these three added advantages: 
1. Doors open up-and-out-of-the-way — not 

horizontally into the storage area — thus 

permitting storage right up to the door and 
above the door level. 

. Inner-structure nesting of opened door’s 
leaves eliminates interference with fire pro- 
tection provided by sprinkler systems. 

. Permits unobstructed interior lighting when 
leaves are opened. 

International engineers pooled their broad 
experience with the engineers of the Dept. of 
Marine and Aviation and Madigan & Hyland to 
give New York’s newest Pier No. 57 these new- 
design doors. They'll weleome the chance to 
help you plan applications for your special 
needs — or to work with you on any door 
project. Mail coupon for comprehensive data 
on International’s unique door service. 


%& 2052 EDGAR STREET, EVANSVILLE 7, INDIANA 


INTERNATIONAL STEEL COMPANY 
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present a valuable opportunity for the 
publication of anthologies of recent archi- 
tecture. This handsome picture book pre- 
sents more than 50 houses in the United 
States, widely distributed as to location 
and architect. The houses have been 
grouped into descriptive categories and 
provided with captions which draw atten- 
tion to interesting characteristics. Plan 
and detail drawings and several interior 
and exterior photographs provide a rea- 
sonably complete description of each ex- 
ample. The family contemplating con- 
struction or purchase of a “modern” 
house will find this book both instructive 


and enjoyable. HEATH LICKLIDER 


beauty of simplicity 


This is Japan 1955. Number Two. 
Asahi Shimbun Newspaper Publishing 
Corp., Tokyo, Japan, 1954. 316 pp., illus. 


Perspective of Japan: An Atlantic 
Monthly Supplement. /ntercu!tural 
Publications, Inc., 477 Madison Ave., New 
York 22, N. Y., 1954. 78 pp., illus., 35¢ 


The Lesson of Japanese Architec- 
ture. Jiro Harada. Charles T. Branford 
Co., 551 Boylston St., Boston 16, Mass., 
Revised Edition, 1954. 192 pp., illus., 
$6.50 


Three recent publications depict, with a 
high degree of excellence in form and 
language, the present remarkable stage 
of development—cultural, scientific, com 
mercial, and industrial—in Japan. The 
extent of such development, since the 
1853 visit of Commodore Perry to open 
the country to outsiders, is spectacular. 
The results of that opening to Western 
trade and ideas could not have been fore- 
seen; both sides of the relationship have 
been deeply affected in the resulting in- 
terplay; its two-directional effects have 
been extremely far-reaching in all fields; 
both sides have gained and both have pos- 
sibly lost something in the interchange. 

The country, closed to contacts with the 
outside since the early 1600s until a cen- 
tury ago, has risen with incredible rapid- 
ity to a foremost place among the nations. 
Japan has become many things: inter- 
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When the pressure’s on... 


TURQUOISE | 


can take it! 


Thanks to 100% “Electronic” Graphite 
and Super Bonded Construction 


The lead won’t snap within the 
wood. By Eagle’s patented Super Bonding 
process, lead and wood are inseparably 
welded to combine their strength against 
breakage. 


The needle point is stronger, too. Eagle’s 
exclusive “Electronic” graphite, ground 
to 1/25,000th of an inch, eliminates weak 
spots in the lead itself, and the point 
stands up for long lines of uniform 
thickness. 
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“Electronic” graphite sets a new stan- 
dard for smoothness, too. Turquoise has 
no hard, scratchy spots that change your 
line or tear the paper...and its dense 
lead structure gives greater durability, 
blackness, and the opacity you need for 
sharp reproduction. 


It’s worth a try! Send for free samples 
of Eagle Turquoise Drawing Pencils in 
the degrees you wish. Please name this 
publication and your regular dealer. 


PENCIL COMPANY 


» NEW YORK + LONDON + TORONTO + MEXICO + SYDNEY 
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GET TTT) WOcoDFIBER 
ACOUSTICAL TILE 


costs no more than 
popular thicknesses 
of perforated tile... 


Installed only by 
Simpson Certified 
Acoustical Contractors 
identified by this symbol 


Mail this coupon 
for information 
and name of 
nearest contractor 
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Forestone, the world’s first fis- 
sured woodfiber acoustical tile 
(invented by Simpson) is eco- 
nomical in the original 3,” 
thickness. Now, it is available 
in 9/16” thickness... for even 
greater economy. 

Forestone, in the new 9/16” 
thickness for the first time 
brings beautiful fissured tile 
into the same price range with 
popular 5,” and 3," perfo- 
rated fiber tiles. 

Forestone, the most important 


development in acoustical ma- 
terials in 20 years, has the nat- 
ural, travertine-like beauty of 
fissured mineral tile, but with 
even greater warmth and rich- 
ness...and at far less costf. it has 
been installed in thousands of 
offices, restaurants, schools, 
stores...and homes. it is the 
only paintable, efficient acous- 
tical tile, without mechanical 
perforations, that is economical 
enough for widespread use in 
home sound conditioning. 


Simpson Logging Company, 1004 White Bidg., Seattle 1, Washington 
Please send full details on Forestone Acoustical Tile 











city. 
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Do glass blocks GLARE? 


We have seen glass block panels that 
were so bright you could not look at 
them. In one school, the glare was so 
bad that the teacher was actually wear- 
ing sun glasses. But .. . 

Whenever there has been a glare 
complaint, we have found the blocks 
were either improperly used or some- 
thing eise was at fault. 

Capable men worked for many years 
to evolve the present line of PC Func- 
tional Glass Blocks. They designed spe- 
cial patterns for above eye level to 
throw the light up onto the ceiling 
away from the eyes; special patterns to 
diffuse the light in all directions; special 
patterns for elevations that will be 
struck by the sun. When these patterns 
are properly 
glare is no problem 


selected and _ installed, 





Actually, the glare reduction prop- 
erties of PC Glass Blocks can cause 
trouble! Glass block panels are fre- 
quently installed above a clear glazed 
vision strip. The contrast between the 
bright vision strip and the softly glow- 
ing glass block panel is often so great 
that discomfort results. In high bright- 
ness locations, we frequently recom- 
mend tinted glass for the vision strips 
as a solution to this problem. 

If you have an important design 
coming up, and you want the advan- 
tages of low maintenance, insulation 
and controlled daylight—without glare 
—then specify PC Glass Blocks. Just 
follow the recommendations in our 
catalog. It’s in Sweet’s. Your PC repre- 
sentative will be glad to help. 


PC Glass Blocks 


s e- 
(h_ Ss 


> 


Low brightness contrasts be- 
tween floor-to-ceiling glass 
block panels and adjacent 
surfaces create soft, pleas- 
ant and glore-free daylight 
in this plant of The Mennen 
Company, Morristown, New 
Jersey. Architect: A. M. Kin- 


[PmTTSBURGH | ney, Inc., Cincinnati, Ohio. 


Pittsburgh Corning Corporation, Pittsburgh 22, Pa. + in Canada: 57 Bloor St. W., Toronto, Ontario 


ALSO SKYTROL® AND FOAM LAS* 
CORNING | . 


October 1955 193 





with 


Kinnear 


Steel 


Rolling 
Doors 


Opening straight upward, Kinnear 
Rolling Doors coil out of the way 
above the opening, into the compact 
hood mounted on the wall (or often 
within the wall, where desired). 

They give you full use of all space 
around doorways at all times. No 
extra space of any kind is needed 
for their opening action and closing 
action. 

The rugged interlocking steel-slat 
curtain (originated by Kinnear) 
also gives you added protection 


KINNEAR 


Saving Ways in Doorways 
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against fire, theft, vandalism, storms, 
and accidental damage. 

For extra resistance to weather 
and corrosion, Kinnear Rolling 
Doors are heavily galvanized, with 
1.25 ounces of pure zinc per square 
foot of metal (ASTM standards). 

Kinnear Rolling Doors are built 
any size, for easy installation in 
either old or new buildings of any 
construction. Manual-lift, chain, or 
crank operation—or motorized push- 
button control. Write for full details. 


> _ at 


the KINNEAR Mfg. Co. 


FACTORIES: 
1900-20 Fields Ave., Columbus, Ohic 
1742 Yosemite Avenue, San Francisco 24, Calif. 
Offices and Agents in All Principal Cities 
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preter and adapter of Western techniques, 
fabricator of Western materials for the 
East and of Eastern materials for the 
West, supplier, and customer. Conse- 
quently, she has become the most highly 
industrialized Asian nation; has gained 
mastery of industrial technology; has de- 
veloped commercial managerial expert- 
ness; possesses a vast store of skilled 
manpower. 

Background detail to assist toward ap- 
preciation of Japan’s position in the world 
of ideas and techniques is offered in the 
publication, This is Japan. This large, 
outsized volume (number two of an an- 
nual series) is a disjointed publication; 
and is of the kind that a Chamber of 
Commerce might sponsor in an ambitious 
effort to present compendious informatien 
on multiple phases of activity — govern- 
ment, defense, culture, art, architecture, 
religions, dress, foods, science, agricul- 
ture, manufacture, industry, commerce, 
transportation, shipping, travel, resorts, 
hotels. 

In this encyclopedic publication the 
amount of information on such diverse 
subjects is of staggering proportions. Of 
interest to architects will be the section 
titled “Towards a New Architecture.” 
Several recent notable designs in an ad- 
vanced Western manner are pictured. 
Among others are the Maruei Depart- 
ment Store and Hotel in Nagoya, by Togo 
Murano; glass-fronted hospitals in Tokyo 
and Osaka, by Mamoru Yamada; the 
Ehime Prefecture Public Hall, Matsuy- 
ama, and Children’s Library in Hiro- 
shima, by Kenzo Tange. The Public Hall 
is very striking—its round shape and gen- 
eral features bear marked resemblance to 
those of the Dome of Discovery of the 
1951 Festival of Britain. The other ad- 
vanced work is manifestly derivative; in 
Japan the lack of original designers is 
evident no less than in Western countries. 

The second of the publications, Per- 
spective of Japan, has been issued to as- 
sist “Westerners in general” and “Amer- 
icans in particular” in overcoming the 
special problems that make difficult an 
understanding of the culture of Japan: 
lack of knowledge of its past; lack of 


(Continued on page 198) 
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Every Month Progressive Architecture... 


delivers a balanced editorial program that has attracted more pro 
fessional architectural men than any other publication, bringing you 


e Architectural Materials e Interior Design Data Critiques 


e Structural Engineering « Architectural Law e Office Practice 


e Selected Details e Specification Writing « and many, many more 


Now ... by returning the card below, you can get a brand 
new, first edition copy of PA’s ‘‘SELECTED HOUSES 
Portfolio as a gift with your new subscription. Present sub- 
scribers have already received these fine HOUSE presenta 
tions as part of their regular Progressive Architecture service 
here is a special opportunity for you, as a new subscriber, 
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Enter your new Progressive Architecture sub 
scription now and get your bonus copy of 
“SELECTED HOUSES”...free and post paid 





selected Houses 


Current through August 1954 
9 


brings you 160 pages, 2 
86 detail drawings 


separate photographs 
a rich source of HOUSE 
design information about 


2i modern Houses 


24 Room interior 
Studies 


10 Full Page House 
Detail Sheets 


executed by 50 world-famous architectural 


firms, carefully edited, a valuable easy-to- 
use HOUSE reference file. 


to receive a personal file of these valued 
HOUSE studies. The quantity of “SELECTED 
HOUSES”’ is. limited act promptly and 
avoid delay — rip out the card below, 


Fillim And Post Right Now. 


Exclusively for: ARCHITECTS, ENGINEERS, DESIGNERS & DRAFTSMEN (OT 
NEW SUBSCRIPTION ORDER 


Please enter my subscription to PROGRESSIVE ARCHITECTURE for 


TO PRESENT SUBSCRIBERS 


| 1 yeor $5 3 years $10 (soves you $5) 
is : r f r , 
This is a new subscription offer and be sure to send me the bonus copy of the new 
a renewal notice. As a regular sut 160 page Portfolio of SELECTED HOUSES 


scriber you have already received | Bill me loter 


lected House: in your monthly 


sues. However, if you want this edit Name 
rouge. @naal- Me d-1t1-) 07-1 mele) Mele ie dal er laee- late. 
we wilt extend your subscript Street 
Otherwise, please pass this offer ont City and State 
architectural or engineering a: 1 
Company 
Thank you 


Type of Business 


If Architect, are you registered? 


Payment Enclosed 


Professional 
Job Title 


Civil 
Electr 


f own please specity 


| 
} Mechon 


{in Which State?) 


FOR PROMPT SERVICE DON'T DELAY MAIL TODAY 


]} NEW SUBSCRIPTION 


RENEWAL SUBSCRIPTION 


FOREIGN RATES (1 year): Canada same as U.S., Latin America $10, Other Foreign $15 
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full description on reverse side 


telling you about 


Progressive Architecture’s NEW 


House Portfolio! 


Presenting the work of 50 outstanding architectural firms, illustrated with 250 
clear-cut photographs, plus...86 house details, plans and sections. 


Every month more and more architects, engineers and designers acclaim Progressive Architecture’s value. 


They Say: 


TOM CREIGHTON’S “’P.S.” PROVIDES LEADERSHIP 

“Your “PS.” in the September issue of Progressive Architecture was 
o source of genuine delight and satisfaction to me. Your observations 
ore timely and true, giving us the leadership we need so desperately 
at this time — Architect, Spokane, Washington 


ROUND-ROBIN CRITIQUE THE “FINEST” 
Concerning your Round-Robin Critique on “Elementary Schools”, we 
think that this sort of magazine reporting comes near being the finest. 


Give us more Round-Robin Critiques — Architect, Austin, Texas 


P/A COMMENDED FOR READABILITY... 

Commend P/A form of presentation. Self Criticism is most stimulat- 
ing and informative. We think your handling of the material was very 
Architect & Engineer, Seattle, Washington 


readable. Carry on!” 


ORCHIDS FROM BERLIN 
| saw your wonderful illustrated magazine in the library of “America 
House” here in Berlin. | at once got interested in your architectural 

periodical full of wonderful pictures, plans and technical ideas.” 
— Designer, Berlin, Germany 

FAR AHEAD...HOW DO WE DO IT? 

Progressive Architecture has moved so for ahead of the pack, 
that | wonder how you keep up the pace month cfter month.” 
— Architect, New Haven, Conn. 
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P/A... UNTAINTED 
“| enjoy your magazine very much— you seem to publish only 
responsible criticism and praise, P/A refreshingly locks the taints of 


commercialism.” — Structural Engineer, Shreveport, Lovisiona 


PROUD TO BE INCLUDED 

“For my money your top articles are SELECTED DETAILS and IT’S 
THE LAW. | am as proud to be included as a reader of the magazine 
which has the largest architectural circulation in the world as you ore 
of this honor.” — Designer, Cuyahoga Falls, Ohio 


SAYS IT AGAIN... 
“Rest easy regarding the quality of PROGRESSIVE ARCHITECTURE. 


You have a very good magazine there, I’ve said it before and I'm 
saying it again!” — Staff Engineer, Denver, Colorado 


APPLAUDS “WASHINGTON PERSPECTIVE” 

“Turning to the second page of the NEWSLETTER, | found myself 
slowing up and carefully reading a penetrating analysis of some 
current controversial subjects. It wos all explained when | saw 
Fred Gutheim’s by-line. Congratulations to both P/A and columnist 
Gutheim.” — Architect, New York, N. Y. 


USE VALUABLE 
PORTFOLIO 
REPLY 

FORM 

ON 


No 
Postage Stamp 
Necessary 
If Mailed in the 
United States 





BUSINESS REPLY CARD 


First Class Permit No. 1538, Sec. 34.9, P. L. & R.. New York, N. Y. 


REVERSE SIDE 
AND ENTER 








PROGRESSIVE ARCHITECTURE 


REINHOLD PUBLISHING CORP: 


430 PARK AVENUE 


NEW YORK 22, N. Y. 


YOUR OWN 
SUBSCRIPTION 
TODAY 
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FOAMGLAS; 


the cellular, stay-dry insulation 








seavice 
eTeanc 
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“Strong, stay-dry FOAMGLAS root insulation 


makes rooftop parking practical’’ 
reports Dave Towell Cadillac—Oldsmobile Agency, Akron, Ohio 


The Dave Towell Cadillac-Oldsmobile 
Agency, Akron, Ohio wanted to use the 
insulated roof of their new Service 
Department building as a parking area. 
FOAMGLAS roof insulation, with ‘ts 
remarkable compressive strength of over 
7 tons per square foot, made it practical. 

Dave Towell relates: “Our architect 
told us FOAMGLAS was the only roof 
insulation strong enough to support the 
weight of cars parked on our roof... 
and still do an efficient insulating job. 
Its performance since the building was 
finished last year has proved he was right! 

“We constantly park as many as 42 





Heavy power roller smooths out bituminous 
paving on roof deck. FOAMGLAS insulation un- 
derneath supports weight without crushing. 


cars on our roof deck. That heavy load 
hasn’t hurt the FOAMGLAS at all. 
It maintains a constant insulating effi- 
ciency that gives us real operating econ- 
omy with our heating-ventilating system. 
Best of all, we know we'll get the same 
top performance year-after-year bec: use 
FOAMGLAS can’t absorb the moisture 
that ruins ordinary insulations.” 
Whatever your insulating problems 
may be, you too can profit from Mr. 
Towell’s experience. It will pay you to 
find out more about FOAMGLAS, the 
unique cellular glass insulation that will 
give you al/ these benefits: It stays dry 


for constant, dependable insulating effi- 
ciency . . . its great strength and light 
weight suit it to a wide variety of design 
applications . . . it’s fireproof, rot-proof, 
acid-proof and vermin-proof. Why not 
write us today for a sample and our 
detailed literature describing the use of 
FOAMGLAS to insulate roofs, ceilings, 
walls and floors. 


Pittsburgh Corning 


Corporation 
Department AB-105, One Gateway Center 
Pittsburgh 22, Pennsylvania 
In Canada: 57 Bioor St. W., Toronto, Ontario 
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cultural ties linking this country to the 
East, as it is linked to Europe; the lan- 
guage barrier; the nature of the Jap- 
anese, which tends to make them avid 
CUT students of the West rather than aggres- 


ive teachers of thei lture and 
APPLICATION ig ners of their own culture 


COSTS GENUINE Japan in its past history has been a 
DOUGLAS FIR PLYWOOD igeavets of Fo Asian civilizations. 
The process of assimilation has made the 
country, in a sense, the essential compo- 
nent of Asia and affords to the West a 
means of understanding Asia. To pro- 
vide, in brief form, knowledge necessary 
to proper understanding of Japan without 
visiting and seeing “its narrow village 
streets bright in the evening after rain, its 
tiny, steep, green mountains wrapped in 
their sudden mists, and its charming, tire- 
less, brilliant and erratic people” is the 
purpose of Perspective of Japan. This 
is the third of a series of anthologies of 
artistic and literary work published in 
co-operation with The Atlantic Monthly 
(the others were concerned with India, 
and Holland and Belgium combined). 
The selected subjects—current economics, 
politics, art, architecture, literature, 
poetry, theater, etc. — highlight various 
facets of modern Japan which are of in- 
terest to the West. 

The pages devoted to Japanese archi- 
tecture illustrate Japan’s good fortune in 
having missed the various revival and 
eclectic periods of the West. She has 
passed easily from the antiquity-rooted 
traditional domestic and religious archi- 
tecture into the contemporary. Surpris- 
ing to some may be the fact that many of 
the basic modern architectural principles 
have for centuries been applied by Jap- 
anese to even the humblest residences. 
This is clearly brought to light in a brief, 
concise discussion of architecture in two 
articles in Perspective of Japan: one by 
Mosuke Morita and another by Yoshiro 
Taniguchi, both Japanese architectural 
professors. The elements of the beauty of 
Japanese traditional residential architec- 
ture are shown to be the basic elements 
of modern architecture — “simplicity, 
functionalism, straightforward expression 
of materials and construction, geometric 
composition devoid of superficial orna- 
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mentation, standardization of parts, unity 
of house and garden.” 

The authors also discuss some out- 
standing examples of nonresidential tra- 
ditional (palaces, temples, and shrines) 
and modern architecture. They empha- 
size, as worthy of careful notice, the char- 
acteristic traditional features: skeleton 
construction of the post-and-beam type 
rather than bearing walls, spareness of 
ornamentation, openness of spaces, or- 
ganic unity of interior and exterior. 

The recent widely publicized construc- 
tion of a typical Japanese residence on 
the grounds of the Museum of Modern 
Art in New York has focalized and fos- 
tered a wide, increasing interest in Jap- 
anese domestic architecture. The average 
American may picture Japanese homes as 
weak, bare structures of paper and wood. 
For a true picture, the third book is rec- 
ommended, The Lesson of Japanese 
Architecture. 

This book, a reprinting in revised, up- 
to-date form of a work originally pub- 
lished in 1936, portrays further the deli- 
cate, subtle, exquisite beauty of the coun- 
try’s domestic architecture; it shows its 
development from origins in the early 
centuries of the Christian era to its pres- 
ent high degree of refinement and dis- 
tinctive richness. This development has 
centered around the universal, social- 
cultural custom of the Tea Ceremony and 
its elaborate techniques. The size, layout, 
and furnishings of the house are based on 
the size and number of Tatami (floor 
mats of wadded rice straw, covered with 
reed matting), used for sitting and sleep- 
ing. Tatami are approximately three feet 
by six feet in size; from their use devel- 
oped an age-old modular system based 
on the Tatami unit. 

After a reading of this book, the prin- 
ciples of Japanese domestic architecture 
may be summed up as standardization, 
variety in unity, functionalism, simplicity 
of form and proportion, organic integra- 
tion with nature, economy of materials 
and space, natural use of wood and stone, 
modular planning based on the unit of 
the mat, and deliberate irregularities to 
avoid monotony. The whole is a code of 

(Continued on page 202) 
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“Roofed 30,000 sq. ft. 
$3,675 with 


vou \ says Elmore Snary of the Ted F. Merrill Co., General Contractors, Brush, Colo. 
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Cuts application time as much as 
45%. Only one material to handle. New 
Insulite Roof Deck eliminates need for 
separate roof boards, insulation, lath and 
plaster and ceiling finishing. Saves 12 man- 
s per 1,000 sq. ft. of surface compared 

h 2”x 6” D&M roof sheathing. 


WEN slo) aM el- baw l-be 
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Silient rubber 
gasket seal 


ce 


It’s insulation with vapor barrier. No 
need for other insulation. Two-inch Roof 
Deck is comparable to 2” wood deck plus 
1” fiberboard insulation and meets heat 
loss requirements for roof and ceiling con- 
struction. Exclusive vapor barrier protects 
against condensation within the unit. 


Builds finished ceiling. The underside 
of Insulite Roof Deck is factory-finished in 
flame-resistant white. Lay Roof Deck over 
prefinished beams and ceiling is done. No 
need to plaster, paint, stain or wax. Avail- 
able in 2’x8’ units, 14”, 2” or 3” thick 
with or without vapor barrier membrane. 
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He saved 1134¢ per sq. ft. in labor costs alone. 
Elmore Snary’s crew of 14 men worked with Insulite’s 
3 in 1 product—with big, handy 2’x8’ Roof Deck units. 
And in one and a half days they had a complete built- 
up roof—with the exception of final mopping and 
spreading of white marble chips. 

The Gem Oil Co. office building (shown) is not only 
an example of the savings possible with Insulite Roof 
Deck—it demonstrates the new and unique types of 


in 1’. days...saved 
Insulite’s 3 in 1 Roof Deck!” 


construction possible with Roof Deck. Look at the 
detail pictures on the opposite page—see how Insulite 
Roof Deck can solve architectural problems for you 
and give you big savings, too! 


Send for complete information now! Actual 
on-the-job pictures and construction details show 
how to use new Insulite Roof Deck to build better 


for less. Write Insulite, Minneapolis 2, Minnesota. 


Build better and save with 


INSULITE 


ONSULITE 1S A REGISTEREO TRADE MARK 


Made of hardy Northern wood 


ar —— 
eS INSULITE DIVISION, Minnesota and Ontario Paper Company, Minneapolis 2, Minnesota 





Wicro old 


Stainless Steel 

is the 

Quality Material 
= | for 


Commercial 
Refrigerators” 


and here’s why: 

Unity stainless steel can offer the 
combined qualities of appearance, cor- 
rosion resistance, strength and dura- 
bility, with ease of cleaning and main- 
tenance. No. other commercial metal 
today has the same high degree of 
corrosion resistance as stainless steel. 
When properly maintained, stainless 
steel not only resists corrosion and 
pitting, but also, is unaffected by the 
attack of food acids, 


Because it is a hard metal, stainless 
steel is able to take the infinite amount 
of physical punishment usually found 
with everyday use. It continually re- 
sists the nicks, dents, and scratches 
which mar the beauty and reduce the 
service life of lesser metals. In terms 
of durability and service, stainless steel 
will long outlast all other materials. 


Stainless steel is by far the easiest of 
all metals to maintain and keep clean. 
It neither requires the amount nor the 
degree of cleaning necessary in other 
metals. For retaining its original 
beauty, stainless steel has no equal. It 
does not produce any obnoxious film. 


Remember too, with stainless the first 
cost is the last cost! It is wise to inves- 
tigate the use of stainless steel in ap- 
plications such as refrigerators and 
other allied products in food service 
equipment. 


Wecinges Steel Corporation, pro- 
ducer of MicroRold Stainless Steel 
sheets, is a supplier to fabricators en- 
gaged in the manufacture of these and 
similar stainless products. Your in- 
quiries are welcomed. 

courtes 
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(Continued from page 199) 


art characterized by quiet taste, subtle 
beauty, simplicity without severity, and— 
above all—restraint. In addition to do- 
mestic architecture, religious architecture 
is also discussed. The general appearance 
of these temples and shrines is well 
known: the stable balancing of the strong 
verticals and horizontals, the rich color, 
the large scale, the dramatic effect. 
These three publications prove that the 
lessons to be learned from a study of 
Japanese culture — especially Japanese 
domestic architecture— are well worth 
the time and effort required. 
LAWRENCE E. MAWN 


architectural lures 
The Specialty Shop. Edited by Jose A. 
Fernandez. Architectural Book Publish- 
ing Company, Inc., 112 W. 46 St., New 
York 36, N.Y., 1955. illus., $12.50 


This useful guide for store owners and 
designers has been revised, and a number 
of new examples substituted to represent 
recent work. Short articles offering ad- 
vice on the recurring problems of shop 
design are sandwiched between generous 
sections of illustrations with the author’s 
running commentary. A brief history of 
shop design is provided and a 35-page 
supplement is devoted to scale drawings 
of store furnishing details. Most shops 
are represented by several photographs; 
most are examples of work in the United 
States; and the largest selection is from 
the author’s own designs. 

As a cross-section of superior shop de- 
signs, this book provides an interesting 
commentary on the influence of the spe- 
cial circumstances of retail trade on cur- 
rent trends in architecture. The con- 
spicuous triumph of the open-front shop, 
joining interior and exterior space to 
suck the shopper from the streets, and 
the expert integration of artificial illu- 
mination, furniture and over-all plan 
toward a common goal of merchandise 
display, indicate a happy marriage of 
good design and good business. But the 
appallingly low level of architectural let- 
tering displayed in signs seems to spell 
out incompatibility! HEATH LICKLIDER 


(Continued on page 206) 








Uniimited 
architectural effects 
at exceptionally 

low costs with... 


Tineberlons 


permanent . . . washable 


WALL COVERINGS 


grains ed 
louvers _ 


basket _—Strias 
weave copper 
shadowtex craft 


caprice primitive 


... these durable and 
distinctive Timbertone 
three dimensional 
textures are handcrafted 
from actual construc- 
tion materials to 
recreate the realistic 
structural mood desired. 
Architects and deco- 
rators specify 
Timbertone for 
elegant, functional 
“e— interior walls. 





SEE THE COMPLETE SELECTION 
of 3 dimensional Timbertone textures, 
at our showrooms. Timbertone is the 
famous original “brick” wall covering. 


SEE “SWEETS” 

or 

write for comprehensive 
data on 


TIMBERTONE. 


TIMBERTONE DECORATIVE COMPANY 
50 East 53rd St. New York PL 3-7043 
DISTRIBUTORS: PA-05 

EAST: JALIPP, INC. DIV of Jock Lippman Co., Bkiyn 


MIDWEST: The Warner Co., Chicago, iil. 
DENVER WEST: C. W. Stockwell, Los Angeles, Col. 
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Glare, shadows and dark corners disappear when Work areas are evenly illuminated by flat reinforced 
daylight is diffused with translucent reinforced plastic panels. Inexpensive, easy to install in existing 


plastic panels. standard window, skylight frames. 


Reinforced plastic panels 


= al Aamo | ©] Ol ger-lela me lamsllolaldiale 


Need soft, glare-free lighting in your current design? 
Reinforced plastic panels may be your answer 
These handsome translucent panels have already 
proved their worth in side lights and sky lights 
for schools, factories and homes. Your clients will 
like them in all these installations because they 
reduce maintenance costs and eliminate reglazing 
because they are shatterproof 


These colorful panels are rustproof, rotproof, 
weather resistant. They possess a high strength- 
to-weight ratio and excellent dimensional stability 
Other advantages include light weight, handsome 
appearance and easy handling 


Monsanto’s contribution to the quality of these 
panels is a dependable supply of their basic raw 
materials: phthalic and maleic anhydrides, adipic, 
fumaric and succinic acids plus styrene monomer 
For help in finding reliable suppliers for polyester 
resins and custom molders of reinforced plastics, 
call your nearest Monsanto office or write Organi 
Chemicals Division, MONSANTO CHEMICAL 
COMPANY, Box 478-A-8. St. Louis 1, Missouri 


Serving Industry 
Beautiful reinforced plastic panels are top performers -+- Which Serves 


in exterior applications. Offer superior resistance to mentas 
weather extremes, require minimum maintenance. 
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another modern corridor with “invisible” door closers 


UNI*CHECKS 


Strong, trouble-free, shallow 
door closers ... firmly embedded 
in the rigid floor... no arms or 
closer mechanisms visible on 
either side. Easy to install or 


adjust. Write for complete details. 





The City-County Building, Detroit, Michigan 
HARLEY, ELLINGTON AND DAY, INC., Architects 


ideal for school classroom doors ¢ hospital patient 








room doors @ hotel guest room doors @ office building and 


factory interior doors .. . 


THE OSCAR C. @ces) COMPANY 


9100 west belmont ave. e franklin park, ill. 
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cut cost of 


PRINCIPAL SAVINGS were accomplished by 
nailing the 26-gauge roof deck and siding to the 
LIGHTSTEEL sections. This could be done because both 
the purlins and studs have a built-in nailing 
groove, designed for this purpose. Nails driven 
into the groove are not only held by friction, but 
are also deformed to provide maximum holding 


power. 


ACCORDING TO W. A. KRUSEN, President of 
Florida Steel Buildings, Inc., steel erectors, nailing 
the sheets reduced the cost of erection substan- 
tially. In fact, he feels that, for high-quality con- 
struction, this is the lowest cost steel building 
possible to erect. His opinion is based on cost 
comparisons, made over a period of eight years, 
covering a wide variety of constructions. 


ADDITIONAL SAVINGS result from the light 


Engineers 
General Contractor 


LIGHTSTEEL Framing 


Gilbert & Shields 


O. P. Erickson & Associdtes 


Florida Steel Buildings, Inc. 


LIGHTSTEEL purlins and studs 
this rigid bent building 


weight of the purlins, which reduces the loads 
carried by the rigid bents. Then, too, both the 
purlins and studs are carefully designed for max- 
imum economy on a strength-to-weight ratio. 


RESULT: A COST OF $1.60 PER SQUARE FOOT 
for materials and erection of the rigid bents, pur- 
lins, girts, bridging, bracing, roof deck and siding, 
windows, doors, ventilators, miscellaneous steel 
and all accessories. This figure does not include 
the floor slab, foundations, electrical wiring or 
plumbing. 


ONLY 3 WEEKS WERE REQUIRED FOR ERECTION 
of the steel for this 75 x 200 foot building. 


SEND FOR FURTHER INFORMATION about 
Penmeta! LIGHTSTEEL structural sections. Ask for cat- 
alog SS-6 and technical manual SS-8. 


PENN METAL COMPANY, INC. 


General Sales Office: 
205 East 42nd Street, New York 17, N. Y. 
Plant: Parkersburg, W. Va. 


District Sales Offices: Boston, New York, Philadelphia, 
Atlante, Charlotte, Chicago, Detroit, Minneapolis, 
Denver, Dallas, Seattle, San Francisco, Los Angeles 
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MODERN SCHOOL REST ROOM DESIGN 
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American-Standard Wall- 
type Toilets carry out the off- 
the-floor design of Weisart 
Ceiling-hung compart- 
ments. The Zurn System, 
used to install the toilets in 
this photo, simplifies rest 
room layout and opens the 
way to savings in the over- 


all cost of building. 


EISART 


COMPARTMENTS 


@ FOR SANITATION 
@ FOR FINE APPEARANCE 
@ FOR LOW COST MAINTENANCE 


ley eae: in schools where appearance, sanitation 

and ability to stand hard usage are vitai, Weisart compartments 
are the logical choice. They ha: triple protection of (1) flush 
steel construction with edges locked and sealed, galvanized surface 
“smooth as glass” (2) Bonderized for additional corrosion 
resistance and positive adhesion of enamel (3) synthetic primer 
and enamel separately baked combining a highly protective 
surface with lustrous beauty in your choice of 24 colors. Ceiling- 
hung Weisart compartments leave floors clear for cleaning .. . 


cut maintenance. For detailed information write 
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real estate guide 
Urban Real Estate. Ernest M. Fisher 
& Robert Moore Fisher. Henry Holt & 
Co., 383 Madison Ave., New York 17, 
N.Y., 1954. 502 pp., $6.50 


The paths threading the jungle that is 
urban real estate are like the inter- 
changes of a macabre superhighway, 
where a man can only hope he has prop- 
erly read the sign as he whizzes past it at 
sixty miles an hour. 

Fisher & Fisher set out to map the 
jungle, and their name will be praised by 
all who need a competent guide. They 
have posted clear, well-lighted signs 
along each road, put caution signs at in- 
tersections, and given ample forewarning 
of turn-offs. It won’t be the fault of the 
authors if anyone goes astray. 

This book carefully explores and thor- 
oughly explains the complex turnings of 
all transactions involving urban land— 
buying, owning, selling. It picks a pre- 
cise path among analyses of spatial units, 
titles and transfers, short- and long-term 
leases, markets and mortgages, the eco- 
nomic base of communities, and other 
such formidable obstacles. And an excel- 
lent glossary at the end completes the 
reader’s orientation. 

Definitions given here are a far cry 
from those of bygone days—those days 
when boundaries were a running brook, a 
bowed elm, an angle formed by two stone 
walls—“I give thee, Jonathan Blake, all 
the land contained therein. . . .” In the 
difference, one sees the progress and the 
plight of man. 

Since we have arrived at our present 
sorry state, the architect who perforce 
gets involved in his client’s real estate 
problems will do well to fortify himself 
with this fine book—and a brace of out- 
standing lawyers. 

A director of the Institute of Urban 
Land Use and Housing Studies at Colum- 
bia University, trustee of New York City’s 
Citizens Budget Commission and of the 
Urban Land Institute, Washington, D.C., 
and consultant to the Federal Reserve 
System (to list only a few affiliations), 
Dr. Ernest M. Fisher seems exceptionally 





HENRY WEIS MFG. CO., INC., 1021 Weisart Bldg., Elkbart, Indiana (Continued on page 211) 
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Increase 


App To the efficiency, economy, and flexibility of all new or modernized 
plants which you are called upon to design by specifying @ POWER- 
PLUGIN. 


@ POWERPLUGIN is the modern system of power distribution — 
safe, dependable, economical and flexible. It facilitates plant production 
by making power available where and when it is needed, enables 
machines to be regrouped and relocated without disrupting production, 
reduces voltage drop to a minimum by eliminating long lead-ins, cuts 
maintenance costs and provides other savings. Too, it is 100% reusable. 


@ POWERPLUGIN is approved by the Underwriter’s Laboratories 
for label service. It is made in standard 10 foot sections with plug-in 
out-lets every foot of the way or alternately on two sides. Sections can 
be arranged to fit almost any need. They can be run horizontal or 
vertical at floor level or overhead. 


@ POWERPLUGIN is available in the following capacities: 250 
to 1000 amps (1200 and 1500 amps also available), 600 volts AC or leas 
with Klampswitchfuz, Shutlbrak or Circuit Breaker plug-in units. 


The next time you are called upon to design a system of power 
distribution, be sure to specify @ POWERPLUGIN. Your nearest @ 
representative listed in Sweet’s will be glad to provide additional 
information. 


Stittihe 7 \darr Glectric ( 


Phone JEfferson 3-6550 
BOX 357, MAIN P, ©. @ ST. LOUIS 3, MO. 


SPECIFY 





ovver 


@POWERPLUGIN 
FEATURES 


@ POWERPLUGIN is made of 
16 gauge steel with attractive 
pearl gray enamel finish. 

Insulators are one piece 
glazed porcelain with steel 
channel supports riveted into 
position. 

Flush type hinged cover plug- 
in openings, simplified, adjust- 
able two-screw type fasteners 
for plug-in units, two sliding 
type mounting brackets per 
section for hanging as desired, 
electro silver-plated contact 
surfaces or joints with two or 
four brass jam bolts with phos- 
phor bronze cup washers in 
elongated fastening holes for 
fast assembly are other 
features. 

Either copper or aluminum 
conductors available. 





October 1955 207 








TESTED AND PROVED 











Glass Panels bring cool daylight 
in through the roof... 





Toplite installation at Michener 

| School, Adrian, Michigan. Louis 

| Kingscott, Architect. W. N. 

| Bjorklund, General Contractor. 

The Toplite panels and glass 

block act as a daylighting team 

to provide sufficient daylight 

> during normal days without 
me need for artificial lighting. 


Toplite Panels may be in- 
stalled in continuous strip, pat- 
tern, or in individual panels. Use 
a Toplite Panel as you do a light- 
ing fixture. They permit day- 
lighting of all building areas re- 
gardless of location or distance 

| from exterior walls. 








Toplite Roof Panels 
are factory-fabricated 


... ready to install 


They are shipped in individual crates 
marked to show correct orientation 
and directional positioning; for speed 
and ease in installation. Panels 

arrive on job site ready to install. 
They are set on prepared curbs and 
anchored ready for flashing by the 
roofer. 




















Transmits north light 


Maximum transmission of north light 
is a desirable quality in toplighting 
because of its uniformity and free- 
dom from glare and solar heat. Note 
how the prism structure of Toplite 
affords efficient transmission of 


north light. 


Accepts winter sun 


Since low winter sun is compara- 
tively weak in relation to high sum- 
mer sun as far as glare and solar heat 
are concerned, maximum trans- 
mission is again desirable. This 
illustration shows how Toplite ac- 
cepts and transmits winter sunlight. 


Rejects summer sun 


Other materials which transmit north 
light and low winter sun also trans- 
mit high percentages of light during 
the hot, summer months. Toplite re- 
jects direct light and heat from hot, 
summer sun, but transmits much of 
the cool, north light. 


Write for free booklet on Toplite Roof Panels 


The complete story of this great new advance in efficient utilization 
of free daylight is available in this new bulletin. For your free copy 
write today: Kimble Glass Company, subsidiary of Owens-Illinois, 


Dept. PA-10, Toledo 1, Ohio. 


TOPLITE ROOF PANELS 
AN (1) PRODUCT 


Owens-ILLINoIs 


GENERAL OFFICES + TOLEDO 1, OHIO 








STAINLESS STEEL FOR BUILDINGS 


Mclouth 


STAINLESS 


Steel 





High quality stainless sheet 
and strip steel . . . for the product 
you make today and the product 

you plan for tomorrow. 





McLouty Stee. Corporation 
DETROIT, MICHIGAN 
Manufacturers of Stainless and Carbon Steels 
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qualified to sponsor a study and analysis 
of real estate in American cities. Since 
six out of ten U.S. residents live in urban 
areas, the inherent problems affect, di- 
rectly or indirectly, a sizeable segment of 
our population. Primarily, this is a 
guide for the real estate profession, but 
the layman, too, can profit. 

For the architect in particular, now 
that practice demands a working knowl- 
edge of everything from zoning stand- 
ards to population trends, the book would 
prove a timely addition to the technical 
shelf. Potentially valuable chapters ‘n- 
clude, “The Control of Space,” “Title,” 
“Agreements te Transfer,” “The Rate of 
Utilization,” “Patterns of Land Use,” 
“Real Estate Finance,” and “The Influ- 
ence of Public Policies.” 

These will also bear out this reviewer's 
contention that urban real-estate transac- 
tions require the services of super-special- 
ists equipped with a fair amount of clair- 
voyance and a medium crystal ball. Such 
things are best left to those who qualify: 
and at least one architect feels he should 
steal back to his drawing board and con- 
template contentedly the blessing of small 
gifts. JOSEPH AMISANO 


new office tool 
Building Check List. Ben John Small. 
Reinhold Publishing Corp., 430 Park 
Ave., New York 22, N. Y., 1954. 151 pp., 
$3.50 


Ben John Small has long been known to 
P/A readers as the author of a long 
series of Streamlined Specifications and 
more recently as the creator of Spec 
Small Talk, a monthly column discussing 
both the serious and humorous aspects of 
specification writing. Ben’s most recent 
book provides the architectural office with 
an invaluable set of check lists which 
quickly refresh the memory, useful 
against omitted or overlooked items. His 
check lists include specifications, equip- 
ment, contracts, tips to job captains, 
resumé of AIA General Conditions, and 
associations and institutes. Under Play- 
ground Equipment, for example, among 
many other checks one finds Ocean Wave 

(Continued on page 214) 




















long Beach Calif. High School; Hugh R. Davies, Architect; Smith-Campbell Co., Contractor. 


Robertson Offers 
Free Daylight Engineering! 


As one of the world’s leading man- 
ufacturers of maintenance-free 
skylights and sash, H. H. Robert- 
son Company is prepared to offer 
you professional Daylight Engi- 
neering Service without obliga- 
tion. Here’s how it works. Upon 
request, Robertson engineers will 
look over your drawings and ob- 
tain from you a description of the 
work performed within your 
building. Robertson engineers will 
then establish a foot-candle light 
intensity curve for a skylight and 
sash design that will be the best 
combination of economy, practi- 
cality and efficiency. A report will 
be made available to you, includ- 
ing details and specifications to 


cover recommendations. You can 
then proceed with the daylighting 
project or not, as you see fit. 





Write now for your free 
copy of Robertson’s new com- 
parative cost study which 
shows you how to pay for your 
skylights within a few years 
from artificial light savings. 
Use the coupon below. 


Robertson 
Daylight Engineering 


H. H. Robertson Company 


2405 Farmers Bank Bidg. 


r 
In England: | 
Robertson Thain Ltd. | 
Ellesmere Port, Cheshire | 
| 

| 

| 

| 

| 

| 

| 

| 


In Canada: 
Robertson-Irwin Ltd. 
Hamilton, Ontario 


NAME 


COMPANY 


ADORESS 


Pittsburgh 22, Pa. 


H. H. Robertson Company 
2405 Farmers Bank Bidg., Pittsburgh 22, Pa. 


Please send me free copy of Daylighting 
Cost Study booklet. 


TITLE 


ALUMINUM AWNING WINDOWS FOR EVERY NEED 


now 100% weatherstripped 


WHETHER IT'S A MONUMENTAL STRUCTURE, a fine 
residence, or a low-cost project, chances are there's 
a Ware awning window to suit your needs to a "'T"’. 


WARE MONUMENTAL AWNING WINDOW 
Designed to meet the most rigid requirements 
Perfected weathering — Koroseal weatherstripping im- 
bedded in channel, perfect seating of ventilators 
Heavy Extruded Sections — 1%"' ventilator depth. 
Minimum thickness of all structural members %"’ 
All moving parts bushed in self-lubricating nylon 
Strip proof heavy compound operator concealed in center 
of sill, synchronized distribution of load, unparalleled load 
safety factor for aluminum awning windows 


WARE AWNING WINDOW — intermediate 


* Smooth sturdy CENTER SILL operator—a compound 
operator sealed and installed in sill at factory 
Weatherstripped by premium viny] locked in extruded 
channel unexposed to weather 


Wide overlap of weathering members. Min. outside at 
jambs 5/16"’. Heavy reinforced sill 


. 
* 
* Ventilators have equal height and drop, clean easily 
* 


Engineered for simple, speedy installation, designed for 
great diversity of application 


WARE AWNING —Intermediate 
ECON-O-WARE & ECON-O-WALL AWNING WINDOWS 
* Best value on the market: low-ccs: with quality features 
* Simple, attractive trouble-free disign 
* Variable sizes and mullion combi.ations 
* Corners flash-welded — stainless steel bushings 
* NOW 100% weatherstripped 
Whatever r window needs, be sure to get all the facts on 


the full Ware line . . . proven in thousands of installations 
from coast to coast 
Dependable delivery assured thru regional warehouses in 
HOUSTON, ATLANTA, CHICAGO, and NEWARK. All 
windows manufactured in our giant 3% acre plant in Miami. 
Write Dept. PA-10. 


a PRO 


ECON-O-WARE AWNING 
ALL WINDOWS CHEMICALLY CLEANED, ETCHED, 


Ll Te ae 2 
AND LACQUERED PER FHA REQUIREMENTS 





2) QUALITY ; 
7 APP gy 


welenee * em 
eee at he oe nme eee 
—_ 2 comand ty Sarena aes el 





3 Whe Se ; fi 
Wore Projected Casement 
Awning Window 


Ware Laboratories, Inc., 3700 N.W. 25th St., Miami, Florida 
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U.A.W. 
DIAGNOSTIC CLINIC 
Toledo, Ohio 


G. C. Albanese — 


Architect 
Stanford E, Thol, Inc. 

— Builder 
Facing, sills and 


trim are 2° 
Architectural Terra 
Cotta in spotted gray, 












Architectural 
Terra Cotta 
combines impressively with other materials! 


The architectonic horizon is being extended constantly 





by the creative use of modern Architectural Terra Cotta 
for interiors and exteriors. It is adaptable to any design 
and can be combined readily for harmony or contrast 
with all other building materials. You can choose any 
color under the sun for decorative panels, sculpture or 
plain surfaces. Federal Seaboard custom-makes Archi- 
tectural Terra Cotta in units large or small to your precise 
requirements. No other building material offers so much 


—in design freedom, quality, appearance and price. Still 





= another advantage of Architectural Terra Cotta is mini- 
HERKIMER COUNTY OFFICE 
BUILDING Herkimer, New York 
Reisner & Urbahn — Architects required to retain the original richness and colorful 
Ralph J. Menconi— Sculptor beauty indefinitely. 


All six sculptured terra cotta pieces 


are a buff-brushed maroon. Lines on . ' . 
large unit are buff: the star is white. Construction detail, data, color samples, advice on pre- 


mum maintenance. Only soap-and-water washings are 


" 


| y liminary sketches, will be furnished promptly without 





charge on Architectural Terra Cotta and Ceramic Veneer. 


FEDERAL SEABOARD TERRA COTTA CORPORATION 


Fever cl 








10 East 40th Street, New York 16, N. Y. 
PLANT AT PERTH AMBOY, NEW JERSEY 
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everyone talks 
about the weather... 


.. But Arcadia solved the 
weather problem with Twin-Seal 
Wool Pile Weatherstripping — 
another important point of 
difference between Arcadia and 
other sliding glass doors. 


On Arcadia’s new custom 
aluminum door, shown below 

in a section at the latching jamb, 
a positive weather-seal is made 
by a double row of opposing 
wool pile weatherstrips. Wind, 
rain, cold and dirt are locked out 
tightly. Identical strips at head 
and interlocker, and a spring- 
loaded wool pile sill strip complete 
the four-side weatherseal. 
Twin-Seal Weatherstripping, 
fully silicoated for moisture and 
abrasion resistance, is easily 
replaced without dismantling 
the sliding panel. 


Twin-Seal Weatherstripping is 
just one Arcadia point of 
difference you should know 
about. For complete details on 
Arcadia steel and aluminum 
doors, see the Yellow Pages 
under “DOORS, Sliding” 


aricladia 


® 
sliding glass doors 


Help build 
a better America 
.. See an architect 


ARCADIA METAL PRODUCTS + ARCADIA, CALIF. 
Distributors in Canada, Puerto Rico and throughout 
the U.S. National Member Producers’ Council, Inc., 

and National Association of Home Builders. 
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Units; and under Theater Equipment one 
is reminded to recall whether he thought 
to consider the Wind Breaks. 
lent index makes this compact volume 


An excel- 


easy to use. B.H.H. 


useful guide 
Engineering Contracts and Specifi- 
cations. Third Edition. Robert W. Alt 
bett. John Wiley and Sons, Inc., 440 
Fourth Ave., New York 16, N. Y., 1954. 
429 pp., $6 


Written for architects, engineers, and 
this volume is 2 guide to 


the legal and business aspects of the 


contractors, 


administration of construction work. As 
in the two previous editions, the em- 
phasis is on fundamental methods of 
preparing contracts and specifications, 
including an outline of the basic legal 
information pertaining to engineering and 
construction. It also reviews the many 
differences between 1. S. Government 
contract procedures and private prac- 
tice. The scope remains the same, but 
about one half of the book has been 
rewritten in order to make it more 
convenient for use as a text and refer- 
ence; new material has been added on 
cost plus fixed fee contracts, insurance, 
contracts for professional services, and 


specifications. L. & 


persuasive report 
Radiant Heating. 2nd Edition. Richard 
W. Shoemaker. McGraw-Hill Book Co., 
Inc., 330 W. 42 St., New York, N. Y.., 
1954. 346 pp. $7 


This is a volume of equal interest to the 
architect, engineer, contractor, and pro- 
Throughout the book 
there is evidence of the author’s wish to 


spective owner. 


reach all who are concerned with the se- 
lection, design, installation, and opera- 
tion of radiant heating. Another objective 
was the presentation of systems of all 
kinds—for buildings of all types and 
sizes, from the smallest residence to the 
largest industrial building. The author 
has succeeded well in achieving all of 
these aims. It is a complete work though 
concisely handled. 

(Continued on page 213) 





KOH-I-NOOR 


papipognare 


NON- “a NON-CLOGGING 
“TECHNICAL” 
FOUNTAIN PEN 


“INKING IN” 
TIME CUT 


| 3 precision line widths: 


| 


| 





| NO. 3 BROAD 








NO. 1 FINE 


The Rapidograph is most versatile for 
general writing, drawing (straight line 
and curve), lettering, commercial art 
work, music writing and arranging, car- 
bon copies, etc. 


NOOR PENCIL CO., INC. 


NEW JERSEY 


KOH -I- 


BLOOMSBURY 





) aS  /, 
40 IH 6 P }- S & 
wre 


WINDOW WALLS 


STEEL WINDOWS HAVE THE S NGTH AND RIGIDITY THAT NO OTHER WINDOW CAN MATCH 





Beverly Elementary School, Birmingham, Michigan 


Eberle M. Smith Associates, Inc., Architects, Engineers Lerner-Linden Construction Co., General Contractor 


In addition to their use for exteriors, Hope’s Window Walls are ideally suited to the 
modern concept of school corridor partitions as shown above. 


Long uninterrupted rows of floor to ceiling framing intervals. The feeling of spaciousness, the ample con- 
are possible because of the greater strength and rigidity trolled day lighting and the planned ventilation, im- 
of their steel construction. This type of wall construc- portant factors to the health and well being of the 
tion permits a variety of layout possibilities. Doors, students, are well achieved here. Valuable extra floor 
fixed sash, insulated panels and ventilators may be space, the economies and advantages resulting from 
inserted where desired. In this school, Hope’s Heavy speed in erection and fast building enclosure are fur- 
Intermediate Projected ventilating sash were used at ther benefits gained by using Hope’s Window Walls. 


Send for Bulletin 134 PA 


Jamestown, N.Y. 


HOPE’S WINDOWS, INC., 


HE FINEST BUILDINGS THRO HOUT THE WORLD ARE FITTI WITH |} ES WINDOWS 


October 1955 





NOW...for those long-neglected applications 





— : 
Ze Ss eat 


ANY LEVEL OF LIGHT 
FROM DARK TO FULL-BRIGHT 


Here at last — for homes, hotels, churches, schools, restaurants, offices, stores—is a 
light control that makes sense. A light control that produces at the turn of a dial, any 
level of light from dark to full-bright, the perfect level of light for every occasion, every 
activity, every effect. New LUxTROL Light Control frees your layouts once and for all 
from the limitations of on-off lighting. It puts in your hands a whole new dimension in 
modern, functional design. A soundly engineered autotransformer-type unit — with 
brush and winding in constant contact and both fuse and thermal overload protection— 
LUXTROL Operates smoothly, silently, safely, is approved by Underwriters’ Laboratories. 
No complex wiring required; \UxTROL replaces ordinary on-off switches, is just as 
easy to incorporate in your plans. What's more, LUXTROL controls not only incandescent 
lighting but fluorescent and cold-cathode, too. And it’s priced surprisingly low. See new 
LUXTROL for yourself. Mail the coupon. We'll send you full descriptive literature and 


give you the name of the nearest distributor. 


THE | 
SUPERIOR ELECTRIC i 
COMPANY 


4105 Demers Avenue, Bristol, Conn. 





New 


LUXT ROL 


lisht 
control 


Please send me full design data on new 
LUXTROL Light Control. 
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@ Double Skyscraper represents newest in 
American architecture. 
Centro Simon Boliver, Corocas, Venezvela. 
Architect: Cipriana J. Domingvez 


@ Prize winner in recent school building con- 
test. Double Ooks School, Charlotte, North 
Carolina. Architect: A. G. Odell, Jr. & Assoc. 





@ University of Washington Men's Resid 
Hall, Seattle, Washington. Architect: 
Young & Richardson, Carleton & Detlie 


Machine-placed Zonolite Acoustical Plastic fireproofing 
floor, American Automobile Assn. office building, Kalamazoo, 


applied direct to steel 
Michigan. 


On these acoustical jobs 


ZONOLITE’ ACOUSTICAL PLASTIC 





was used 


FOR SOUND CONDITIONING 
FIRE SAFETY AND BEAUTY 


Where noise is a nuisance ZONOLITE 
is a big advantage for three prime rea- 
sons. (1) Zonolite Acoustical Plastic 
is highly sound absorbent—among 
the highest rating sound-deadening 
materials. (2) It is incombustible— 
has earned a 4-hour fire rating in va- 
rious systems. (3) It possesses a 
highly pleasing appearance with 
many textures available in either light- 
buff or off-white. 


ZONOLITE 


Zonolite Company, 


And now, there’s another important 
plus—Zonolite Acoustical Plastic is 
being machine-applied in buildings 
coast-to-coast, speeding jobs to com- 
pletion sooner. You can avoid the 
tireless repetition of patterned ceilings 
and achieve sound conditioning plus 
100% fire safety with Zonolite Acous- 
tical Plastic. Send for detailed infor- 





mation, and 
specifications. 


ULITE 
AGGREGATES 


VERMIC 


‘ 





r 
' 
' Dept. PA-105, 135 S. LaSalle St. 
4 Chicago 3, Illinois 

' Please send me free your new booklet “The 
' 

' 

' 

' 

| 

' 

| 

| 


Lae | COMPANY 


135 S. LaSalle Street 
Chicago 3, Illinois 


Mail Coupon Today 


Silent Treatment”’—for Sound-Conditioning, 
Fire Protection, Beauty. 


Name 





Firm 








@ A modern dwelling in the Chicago crea. 
Residence, Williom E. Nvemonn, DuPage 
County, Illinois. George Fred Keck and 
William Keck, orchitects. 


For FREE Booklet Aadress 
iene Zone State 


Ce ee ee ee oe Oe ee ee Oe ee ee ee ee ee ee ee ee ee 
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Now Fready / 


“the NEW 3rd Edition of 
“TYPICAL DESIGNS 
of 


TIMBER STRUCTURES” 


that’s FREE to ARCHITECTS 











53 new typical designs of 
large and small timber 
roof trusses — 


42 designs revised to reflect 
the latest developments in 
engineering and construc- 
tion techniques — 


special designs, unrevised. 


dependable guides in plan- 
ning efficient, economical 
structures in wood. 


FREE 


TO ARCHITECTS 
AND ENGINEERS 
USING THE COUPON 
OR LETTERHEAD. 


PA-556 


1319 18th St., N.W., Washington 6, D. C. 
Please send FREE copy of “Typical 


Designs of Timber Structures." 
NAME 
FIRM 
STREET 


EL Se 
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In planning to use this relatively new 
kind of heating, the seeker of information 
is primarily concerned with the success- 
ful experience of others. No other book 
on the subject gives quite as much at- 
tention to inspiring the confidence of the 
new user of radiant heating. There are 
17 photographs showing structural ad- 
vantages, 28 of examples of commercial 
installations, 20 of residential jobs, and 
19 showing installation techniques. There 
is also much of value to more experienced 
readers who are already well acquainted 
with the subject. In addition to the divi- 
sions just mentioned, other chapters are: 
“Principles” (properly brief since they 
are now so well known); “Plant,” illus- 
trating boilers, firing, valves, and circula- 
tors; “Controls,” comparing the on-off 
method with that of blended water 
temperature; “Design,” which stresses 
simplicity of method and careful bal- 
ancing of the system; “Radiant Cooling,” 
including the use of the heat pump for 
this purpose; and “Electric Radiant,” 
now so important as auxiliary heat and as 
primary heat in areas close to power gen- 
eration centers. The last chapter is a dis- 
cussion of advanced theory and methods 
of precise design of great interest to the 
consulting engineer and the research ana- 
lyst. 

Items of interest which receive a rather 
fresh treatment are: converters for pro- 
ducing hot water from steam in large 
buildings where steam generation is ad- 
vantageous; details of the heating and 
cooling installation in the Alcoa Build- 
ing; a great variety of heating boilers; 
comparison of design methods of the 
Chase Brass & Copper Company, Inc. and 
those of the Guide of the American So- 
ciety of Heating and Air-Conditioning 
Engineers; soldering and bending tech- 
niques; the Kritzer system of enclosing 
fin convectors in walls and joist spaces; 
heated swimming pools; snow melting; 
radiant-heated railway cars; and slab and 
perimeter insulation in houses. 

The book has very obvious advantages 
for the architect and engineer and should 
be in the possession of owners and mana- 
gers who direct the selection and design 
of heating and cooling systems for build- 
ings of any type. WILLIAM J. MC GUINNESS 








Where Electricity 
Must Not Fail! 


SPECIFY ONAN 


STANDBY 
ELECTRIC PLANTS 


In hospitals, schools, theaters, 
office buildings . . . interruptions 
of electric power can endanger 
lives and property. 

With an Onan Standby System, 
any interruption of highline elec- 
tricity automatically starts the 
emergency electric plant and 
within seconds all essential equip- 
ment is operating normally. When 
power is restored the electric plant 
stops automatically. In many in- 
stances, just one power interrup- 
tion will justify the cost of the 
standby power installation. 


Mode! 25HN 
25,000 watts 


SIZES AND MODELS FOR EVERY NEED 


@ Air-cooled: 1,000 to 10,000 watts 
@ Water-cooled: 10,000 to 50,000 waits 
Available unhoused or with steel housing as shown. 


Write for Architects 
Kit No. SP-1021 


Describes scores of standby models with com- 


plete engineering specifications and information 
on installation. 


‘Gran 


ELECTRIC PLANTS 


D. W. ONAN & SONS INC. 


S9EE University Ave. $. E. ¢ Minneapolis 14, Minn. 





Corridor in the Whiting Lane School, West 
Hartford, Conn. Moore and Salsbury, Architects. 


ERC nny Sten Rw OP Ce Cre a Ur sits 


Classroom in the Whiting Lone School, West 
Hartford, Conn. Moore ond Salsbury, Architects. 


A LOS NUE ROA MIE DIRE INGO 


FOR COMPLETE DETAILS 


A new 12 page brochure which pro- 
vides complete data on Skylike is avail- 
able to school officials, architects, eugi- 


neers and contractors upon request. 


kuylike GOES... 


EVERYWHERE IN SCHOOLS 


Skylike, the silvered bowl incandescent modular unit has 
been accorded wide acceptance as a highly efficient and 
economical indirect lighting unit for schools. The 24” 
and 14” units with metal eggcrate or plastic diffusers 
provide the quality and quantity of light demanded for 
school requirements — in classrooms, auditoriums, cor- 


ridors, gyms, lunchrooms, etc 


Exclusive features include comfortable low brightness, 
pleasing color, floor relamping, minimum of maintenance 
and comparatively low initial cost. For any school light- 
ing problem it will pay you to investigate the many 


advantages of Skylike. 


ASL alt TCLS R AES A AERA MH OAL NT cnet ce a 
2 


Band Room in the Concord, North Caro- 
lina, City School. A. G. Odell, Architect. 


PEELE A BNR LOK a Dy NG TEEN 


SKYLIKE LIGHTING, INC. 


A SILVRAY ASSOCIATED COMPAN 
RKO Bidg., New York * 


Y 


Bound Brook, New Jersey 


October 1955 








Under Toughest floor traffic and 
service conditions... 


More than a million people use the Miami 
Terminal of Eastern Air Lines each year. 
After several years of service, Terraflex has 
proved its durability . . . looks colorfully new 
... and has cut maintenance time and cost. 
Floor installed by Lotspeich Flooring Co. 


provides beauty, color and wear 
with minimum care 


I N THIS BUSY AIRLINE TERMINAL, Johns- 
Manville Terraflex Tile retains its sparkling, 
look-like-new appearance in spite of day-in, 
day-out abuse . . . and meets stringent require- 
ments for heavy-traffic service at the lowest 
possible cost. 


Made of vinyl and asbestos, J-M Terrafliex is 
exceptionally tough and resistant to wear .. . 
defies grease, oil, strong soaps and mild acids. 


Terraflex can reduce maintenance costs one 
half. In actual use, tests showed Terraflex main- 
tenance expense to be approximately 50% less 
than the next most economically maintained 
resilient flooring. Its nonporous surface requires 
no hard scrubbing . . . damp mopping usually 
keeps it clean and bright . . . frequent waxing is 
eliminated. Through years of economical serv- 
ice Terraflex pays for itself. 


Available in a wide range of marbleized colors, 
J-M Terrafiex vinyl-asbestos tile is ideal for 
restaurants, public areas, schools, hospitals . . . 
wherever reliable floor service, long-wearing 
beauty and long-time economy must be 
combined. 

For complete information about Terraflex 
vinyl-asbestos floor tile, write Johns-Manville, 
Box 158, New York 16, N.Y. 





See ““MEET THE PREss”’ 
on NBC-TV, sponsored 
on alternate Sundays 
by Johns- Manville 


Johns-Manville 
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Residence and studio of 
architectural designer Bimel Kehm, 


New Canaan, Connecticut 





More and more, people with discriminating taste and a knowledge of construction 


values are using exposed Waylite Masonry. It is remarkable for beauty . . . economy . . . thermal and 


acoustical properties. Complete data in Sweet’s or, write Waylite Co., 20 N. Wacker Drive, 


Chicago, or Box 30, Bethlehem, Pa. W. VWIUITIE y ; | 


A Vapor-Tight Wall Bracket 


dynamically new .. . obsoletes 
all old wall brackets! 


A modern building with yester- 
day’s fixtures is like a lovely 
woman wearing last year’s hat. 
McPhilben’s new multi-use wall 
bracket the °43-40 series is beau- 
tifully honest in design .. . of 
rugged, no maintenance-needed, 
die cast aluminum vaportight, ver- 
satile and competitively priced. 


APPLICATIONS: Stair landings, Corridors, 
Lavatories and Entrances, Schools, Hospi- 
tals, Office buildings and Housing. 
SPECIFICATIONS: 43-40 VT, die cast alumi- 
num, satin finish anodized, quickly mounts 
to 4” cast iron junction box . . . for indoor 
application suitable for standard outlet box. 
WATTAGE: Maximum 100 watt — Globe: 
Threaded opal with gasket. Write for Data 
Sheet on complete VAPORTIGHT SERIES. 


DIE CAST PROTECTIVE 
GUARD AVAILABLE (43-44VT) 
for locations where protec- 
tion against theft and van- 
dalism is essential. Also avail- 
able as a ceiling fixture. 


1337 Willoughby Avenue, Brooklyn 37, WN. Y. 


cONSUiL, 


Fv, 
mcDhilben 
ms vi Atine 
, q A 


See cae 
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competition winners 
The College of Architecture and Design, 
UNIVERSITY OF MICHIGAN, announces 
Puiture Joun Luts as winner of the 
Georce G. Boorn Travetinc FEeLLow- 
sHip COMPETITION for 1955. 


J. C. Nicnots Founpation of the Ursan 
Lanp Instirute has awarded a $2000 
grant-in-aid to Geratp K. Taytor, Jr., 
for research to be carried on during the 
academic year 1955-56 at Grorcia INst1- 
TUTE OF TECHNOLOGY. 


fellowships 
Cuartes G. Brickspauver, New Canaan, 
Conn., Dan R. Stewart, Boston, Mass., 
and Warren Ptatner, Birmingham, 
Mich., are recipients of Rome Prize 
FeL_towsuirs in Architecture for the 
year beginning October 1, 1955. StepHEN 
F. Bocuxor, Cambridge, Mass., at the 
same time received a Fellowship in Land- 
scape Architecture. 


Wituiam E. Patmogutst, mechanical en- 
gineering senior at ILL1Nots INSTITUTE OF 
TecHno.ocy, Chicago, Ill, has been 
named recipient of a propulsion and 
structural research fellowship presented 
by Armour Researcn Founpation of 
Illinois Tech. 


new offices, partnerships 
Rocer G. Weexs, Architect, 301 Thiesen 
Bldg., Pensacola, Fla. 


James Epwarp Lynskey, Architect, 
1553-A Sunset Dr., South Miami, Fla. 


Rosert W. Conner, Architect, 244 S. 
Main St., High Point, N.C. 


McCoy & Roacn, Architects, 704 Queen 
& Crescent Bldg., New Orleans 12, La. 


J. Bucwanan Burrcn, Architect, has be- 
come a partner in the firm of Ricciut: 
Associates, Architects-Engineers, 302 Q 
& C Bldg., New Orleans, La. 


Laurence Saccuetti, Architect, has 
joined the firm of Kerry & Gruzen, 
Architects-Engineers, New York, New- 
ark, and Boston. 


Joseru L. Donorro, Architect, 208 N. 
Oates St., Dothan, Ala. 


Jean Fenton Finxet & Warren Eb- 
warp FinkeL, Architects, 800 Broadway, 
Lorain, Ohio. 


ALFrorp-Pearson-Humpuries, Architects, 
201 Hill Bldg., Montgomery, Ala. 


Wuirte, Noakes & Neusaver, Architects- 
Engineers, 1145 19 St. N.W., Washington, 
D.C.; 1073 W. Broad St., Falls Church, 
Va.; 80 Broad St., New York, N.Y. 


StepHen H. Bearer, Jr., Architect, 4 
W.0.W. Bldg., Hattiesburg, Miss. 


Parrish & Srarr, Architects, 523% 
Fourth Ave. South, St. Petersburg 5, Fla. 


CHartes A. Woenrte & Franxiin D. 
Masesett, Arcuirtects, 119 E. Washington 
Ave., Madison 3. Wis. 


Prentice Braptey, Architect, 74 North 
St., Pittsfield, Mass. 


Bupina & FreeMAN, Architects, 728 E. 
Main St., Richmond, Va. 


Gorpvon Dickson Orr, Jr., Architect, 80 
S. Main St., Wallingford, Conn. 


Joun Granam & Company, Architects- 
Engineers, 15 W. 44 St., New York, N.Y. 


Wiiuiam P. Greenine, Architect, 356 S. 
Beach St., Daytona Beach, Fla. 


Rosert S. Oxtver, Architect, 916 F St., 
Marysville, Calif. 


WituiaM B. Fox has become a partner in 
the firm of Were, Frick & Kruse, 
Architects, 414 Mason St., San Francisco 


2, Calif. 


Dr. Francis G. Cornett, Educational 
Consultant, has become a member of the 
firm of ENceLHarpT, ENcELHArptT & Lec- 
ceTt, 221 W. 57 St., New York 19, N.Y. 


Swanson, Matson & Wecuertner, Archi- 
tects, 500 Sexton Bldg., Minneapolis, 
Minn. 





MARTIN VAN BUREN HIGH SCHOOL, 
Queens, N. Y. 


OWNER: 
New York City, Board of Education 


ARCHITECTS: 
Eggers & Higgins, New York, N. Y. 
GENERAL CONTRACTOR: 


Caristo Construction Corp., Brooklyn, N. Y. 


ROOFING CONTRACTOR: 
United Roofing & Waterproofing Corp., 
Brooklyn, N. Y. 


RUBEROID SPECIAL ROOFING BITUMEN 
On Top of the Class at New York City’s Newest High School 


The new Martin Van Buren High School, in the 
heart of New York’s fastest growing borough, will 
open for classes this fall. Its over 3000 students will 
find it the most modern, best equipped and one of 
the largest high schools in the biggest school system 
in the country. It is constructed of the newest and 
best materials to insure many trouble-free years of 
low maintenance use. 


An integral part of its construction is 103,000 
square feet of Ruberoid Built-Up Roofing using 
Special Roofing Bitumen (Ruberoid Specification 
203-A). In the case of Martin Van Buren High 


School, continuing shortages of coal tar pitch made 
it advisable to include Ruberoid Special Bitumen 
as an alternate. Special Bitumen is a time-tested 
material proven on thousands of jobs for over half 


a century and now available at no extra cost. 


At Ruberoid we will continue to supply as much 
Roofing Pitch as we can produce or obtain. How- 
ever, to insure maintenance of building schedules 
without costly delays, architects and roofers go to 
the head of the class by specifying and recommend- 
ing Ruberoid Special Roofing Bitumen as an 
alternate material. 


see our Catalog in 


The RUBEROID Co. 


Asphalt and Asbestos Building Materials 


October 1955 





honored, 1955 A.I.A. “Award of Merit” 


dohn M. Reeves Student 
Union Building, Cen- 
tenary Junior College, 
Hackettstown, N.dJ. 
Architect: Jan Hird 
Pokorny, New York, 
N.Y. Gen’l Contractor: 
Fred J. Brotherton, Inc., 
Hackensack, N. J. Ac- 
corded Award of Merit 
for excellence of design 
by American Institute 
of Architects, 1955. 


a / | \ > 
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Photographer—Rollie McKenna, New York, N.Y. 


and by no means least of its many merits — 


NORTHERN HARD MAPLE 


Architect Pokorny’s emphatically modern version of 
poet Coleridge’s “‘stately pleasure-dome” of Kubla Khan 
is the campus center of fun and relaxation. Its 
expansive polygonal floor areas of fine MFMA Northern 

Hard Maple see strenuous daily service as an 
auxiliary gym, for dancing, basketball, paddle tennis, 
shuffleboard, ping-pong, theatricals, musicales, 
recitals, lectures. Generations of students will carry 
away memories of carefree, joyous hours. The College’s 
administrators may draw vast satisfaction from the 
long, thrifty service this enduring, traditionally American 
floor will deliver. True Northern Hard Maple is 
guaranteed unequivocally by MFMA as to species, 


See 
SWEET’S 
—Arch. (1955) 1 
12J-Ma for sug- | 
gested specifica- | 
tions and full) 
technical data. i 


MAPLE 


Suite 583, 


Pure Oil Building, 
CHICAGO 1, 


as to exactness of dimension and as to rigid 
enforcement of official (federally recognized) grading 
specifications. By specifying MFMA-marked flooring, 
you may be sure of getting “‘the finest floor that grows.” 


35 East 
ILLINOIS 


Beauty! Variety! Versatility! MFMA 
Northern Hard Maple offers design 
resources almost endless. Regular strip 
and assembled block and pottern 
designs for laying in mastic, directly 
ever concrete sub-floor. Patterns in- 
clude the popular end-to-end design. 


FLOORING MANUFACTURERS ASSOCIATION 


Wacker 


Drive 





YOUNGSTOWN specified 
for radiant heating at O’Hare field 
: er 


— 








Airplane Hanger, O'Hare y Chicago, general contractor. ; ; ri 
Field, Chicago, Hlinois. eh a age Modern radiant heating will be 


Lundstrom & Skubic, Chi- YOUNGSTOWN PIPE Ridge, heating contractor. keeping this 52,000 sq. ft. hanger 


cage, architects. George J. Bell & Gossett Co.. Morton ri ri 
Rassas Construction Co., wos selected Grove, heating material hye PN pete Senay rates 
° ’ 


Uniform Ductility blown in when hanger doors are open, 
Uniform Lengths will melt immediately instead of cre- 
Uniform Threading ating a hazardous condition. 


Uniform Wall Thich ah dian Projects such as this are typical of 


Uniform Strengtt Tous! our jet age. And, the fact that 
Uniform ~arwehe Youngstown Pipe was chosen for this 


heating job is another evidence of its 
recognized dependability. Made only 
of the finest steel—its quality closely 
controlled by one producer from ore 
mine right through to the final 
threading operation—the Youngs- 
town Pipe buried in the concrete floor 
will provide adequate heating service 
for years to come. 

Next time you order pipe, be sure 
you get YOUNGSTOWN. 

HAVING PROBLEMS? 


For information and service, get in 
touch with the local distributor of Youngs- 
town Steel Pipe—or phone our nearest 
District Sales Office. 


oP eRe 
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THE YOUNGSTOWN SHEET 


Gener ingsstow oO 


AND TUBE COMPANY ......°% 


District Sales Offices in Principal Cities 


SHEETS STRIP PLATES STANDARD PIPE LINE PIPE OIL COUNTRY TUBULAR GOODS CONDUIT AND EMT 
MECHANICAI TUBING COLD FINISHED BARS HOT ROLLED BARS WIRE HOT ROLLED RODS COKE 
TIN PLATE ELECTROLYTIC TIN PLATE BLACK PLATE RAILROAD TRACK SPIKES MINE ROOF BOLTS 
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SUGGESTED DESIGN FOR PROPOSED 
GRAND CENTRAL BUILDING, NEW YORK 
Architect: Horry L. Brumond, A.1.A. 


” 
he various 


grades of the 
Mars-Lumograph, 
most important 
the EXB, 

are the finest 


4HAIILISVI 


| have useo. 
The reproduction 


-SHYW 


values have been 
excellent—for me 
the pencils are 


—— 
perfection. 


Thin tae 


Harry 1. Brumond, A.1.A. 
Architect 


Whether you are rendering, de- 
tailing, or making working 


drawings, get the Mars-Technico 
(illustrated) Mars -L 

imported drawing leads al 
you'll be glad you did. The 1001 
Mars-Technico — q7's0 each — less in 
quantity. 1904 Mars-Lumograph Leads 
— available in 18 degrees — EXB to 
9H, $1.20 per dozen—less in quantity. 


a2 


J.S. STAEDTLER. INC. 


HACKENSACK, NEW JERSEY 
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notices 





materials center 
The Constrution Martertars CENTER 
has just opened its doors in San Fran- 
cisco, at 330 Clay St. Established to 
serve the needs of the construction in- 
dustry, the Center will gather samples 
and product information regarding com- 
petitive products for information of 
architects, builders, contractors and the 
general public. Victor M. pt SAvero is 
Director of the Center. 


new addresses 
Aetna Steet Propucts Corporation, 
sales offices and sales executive person- 
nel, Arnot Partition-ettes, Arnot Office- 
ettes and Arnot modular furniture com- 
ponents, 730 Fifth Ave., New York 


19, N.Y. 


Mississtpp1 Giass Company, New York 
Office, Chanin Building, 122 E. 42 St., 
New York 17, N.Y. 


p/a congratulates 
ArMaAND J. Turesiot, recently named 
Director of Vitro CORPORATION OF 
America, and Raymonp T. Ruper and 
Junrus H. Cooper, new Treasurer and 
Controller. 


Perry L. Francis, recently elected Vice- 
President in charge of Marketing, ALAN 
Woop Steet Company, Conshohocken, 


Pa. 


Guenn A. Hutt, newly appointed Vice- 
President, Building Products Division, 
Ferro Corporation, Cleveland, Ohio. 


Burton G. TreMaIne, Jr., newly elected 
President of THe Mitter Company, and 
Henry J. MiILuinctron, new Vice-Presi- 
dent, and Joun L. Busey, Director of the 
Company. Burton G. TREMAINE was 
elected Chairman of the Board. 


Joun Lane, whose appointment as Gen- 
eral Sales Manager was recently an- 
nounced by THe Ruseromw Co., and 
Josern G. HALL, new Assistant General 
Sales Manager. 


Ciype H. Wirkinson, newly appointed 
Manager of Water Heater Products, 
Plumbing and Heating Division, AMer- 
1cAN Rapiator & STANDARD SANITARY 
Corporation, Pittsburgh, Pa. 


Rogert A. MULLER, 
President of AtLas PLtywoop Corpora- 


recently named 


TION, Boston, Mass. 


W. B. Evans, recently appointed Man- 
ager of the Special Industries Depart- 
ment, THe Puitip Carey Mrc. Company, 
Cincinnati, Ohio. 


L. B. O-msrep, newly elected Vice-Presi- 
dent of Unirep States PLtywoop Cor- 
PORATION, New York, N.Y. 


Ricuarp G. LuspinsKy, Manager of the 
Fan Sales Department of THe TRANE 
Company, La Crosse, Wis., who has been 
elected to a two-year term on the Board 
of Directors of THe NATIONAL Associa- 
TION OF FAN MANuracturers, INc. 


Herman R. Grese, Cuartes A. ELtts, 
and Stantey R. Cutten, recently pro- 
moted by Sarcent & Company, New 
Haven, Conn., to Vice-President and Gen- 
eral Manager; Vice-President in charge 
of Product Engineering and Research; 
and Works Manager (in that order). 


Ray A. Tritren, new Assistant to the 
General Manager of the West Coast Divi- 
sions of CarRIER CoRPORATION, Syracuse, 
N.Y. In this post Tritten will report to 
Wituram J. Bamey, Carrier Vice-Presi- 
dent and head of the Company's four 


West Coast Divisions. 


THurMAN G. Carter, Vice-President of 
GENERAL Bronze Corporation, Garden 
City, L.L, N.Y., who has been elected 
President of ALUMINUM WINDOW MANvu- 
FACTURERS AssociATION. Other new off- 
cers include J. J. Donovan of UNiversAL 
Winvow Co., Berkeley, Calif., First Vice- 
President; E. C. Munro of Ware Laso- 
Miami, Fla., 
President; and Rosert L. Kiem of 
Winpatume Corp., Kenvil, N.J., Treas- 


RATORIES, Second Vice- 


urer. 


Ropert W. Minett, Jr., Vice-President 
in charge of Merchandising for THomas 
Inpustries, Inc., Fort Atkinson, Wis., 
recently elected President of AMERICAN 
Home Licutine INSTITUTE. 


Joun H. Stevens, whose promotion to 
Senior Architect was recently announced 
by Lispey-Owens-Forp Giass Company, 
Toledo, Ohio. 





e 
COMUREE anc system 


A mechanical method of suspending 
Tongue and Groove Acoustical Tile 


WIRE, ROO OR 
STRAP HANGER 


ive CHANNEL, NOT 
Sore 4'-0" O€. 


No more 


an. warping of sm 
i MOLOING , . 
eee f —_—— furring 


T&G SECTION 
12” O¢. 





Can be. suspended to 
desired ceiling 
height 





Speeds up 


installation 


: This new addition to the Securitee Line is 
OULITIZ2 made under the same exacting conditions as 
SYSTEMS all Securitee Systems. Heavy gauge rust 
resistant steel, sturdy spring clips, 
accurate fabrication—all engineered to last 


Please send me, without obligation, your the life of the building. 


complete line of new brochures. ; ; 
Get complete information about this newest 


Securitee System—write today. 


Name 








Company 


Address VV. J. HAERTEL & CO. 


City 














832 West Eastman Street Chicago 22, Illinois 


"T.M. REG. U.S. PAT. OFF 
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FINANCE 
CENTER 


Army Finance Center, U. S. Army 
Indianapolis, indiana 

Corps of Engineers, U. S. Arm 
Chicago District 


GENERAL CONTRACTORS 
Sherry-Richards Construction Co., 
Chicago* 

Cerbetta Construction Ceo., inc., 
New York City 

James McHugh Construction Co., 
Chicago 

Wilcox Construction Co., 

New York City 


*Construction and supervision by Sherry-Richards, sponsor of joint venture. 


YOU'LL SAVE WITH REINFORCED CONCRETE 


38 South Dearborn Street * Chicago 3, Illinois 
CONCRETE REINFORCING STEEL INSTITUTE 
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How Kewanee 


creates “safe weather” 


for fish... 


Marineland Oceanarium, Los Angeles County, Californic, where 
rare fish are protected by Kewanee Boilers which assure uniform 
water temperature. Architects & Engineers: Pereira & Luckman/ 
Heating Contractor: Mehring & Hanson Company 


boilers 


maintain constant temperature 


Water temperature is like weather to fish and sudden variations 
of only a few degrees can be fatal. The problem at Marineland, 
world’s largest oceanarium, Los Angeles County, California, is 
to meticulously maintain temperatures so its priceless deep sea 
specimens are not endangered. That’s where Kewanee Boilers 
came in. Cold water from the sea is brought in at the rate of 
2,000 gallons per minute. It is vital that boilers offer unfailing 
service so the inside water temperatures remain constant despite 
the ceaseless flow of water from the outside. Architects Pereira 
& Luckman specified Kewanee Reserve Plus Rated Boilers with 
50% extra power built-in to take care of fluctuating demands. 
Only with reserve power could Marineland be sure its rare 
collection would be protected. And only boilers rated on nominal 
capacity with built-in reserve could meet the changing demands. 
So, if your problem is one of maintaining heat against as sharply 
a defined need as a few degrees change in temperature, or the 
broad problem of assuring sufficient power when expansion 


comes, choose Kewanee. You can be sure of unfaltering service. 


Two oil-fired Kewanee Boilers, housed with a 260 
galion hot water storage ton, 


KEWANEE-ROSS CORPORATION, Kewanee, Illinois 
Division of American Radiator & Stondard Sanitary Corporation 


Serving home + tndusuy- American-Standard » American Blower - Church Seats & Wall Tile - Detroit Controls - Kewanee Boilers » Ross Exchangers - Sunbeam Air Conditioner 





100: watt 200/300 watt 


M 


A fitting tribute to a 
pioneer designer, teacher, leader . . . 


WALTER 


GROPIUS 


Work and Teamwork 


SURFACK TRIM 


FLUSH TRIM: NO. 8 H M 


by S. GIEDION 





253 pages, 
over 300 photographs 
ond plans, 


2 Ay, 7%" x 10%", rit 


asaaes? = 


. Ay C ‘ $10.00 b- 


= i Ne This is the most important book yet published on one of 
the greatest living architects, written by one of the most 
widely-read living writers on architects and architecture! 


i 


The book opens with chapters on Gropius’ background, 
heritage and personality, followed by appreciations contributed 
by two of his greatest contemporaries—Mies van de Rohe and 
LeCorbusier. The eleven chapters on his life and work include 
, Gropius and the Bauhaus, Buildings for Education, Buildings 
: 4 Ls for Industry, The Modern Theater, Prefabricated Houses, 
Development of the Slab Apartment Block, and the Changing 
Structure of the City. In these Dr. Giedion presents a masterly 
analysis of a whole era: the period of evolution of contem- 
porary architecture, with Gropius as the central figure, and 
the architecture in Germany, England and America as the 
setting. 


¢ jb 


¢ 





Vluy 


nA 


The second part of the book contains 140 pages of illus- 

Je trations covering every phase of Gropius’ work—by far the 

most comprehensive collection ever published. The book ends 

' with a complete list of Gropius’ works; bibliographies of all 
the books, essays and contributions to learned periodicals he 
has written; a listing of the books and critical articles about 
him and his work; and an excellent index. 

Only by actually seeing this beautiful book can you fully 
appreciate the genius of Gropius and the immense scope of 
his work. Don't fail to order your copy NOW for Free 
Examination! 


Mail this Handy Coupon Today! 


REINHOLD PUBLISHING CORPORATION | 

Dept. MA-116, 430 Park Avenue, New York 22, N. Y. 
Please rush me a copy of Giedion’s WALTER GROPIUS: | 

Work and Teamwork for FREE EXAMINATION. In ten days, | | 

will send you $10.00 plus shipping charge, or | will return the | 

book and owe nothing. i 

NAME 

ADDRESS 

CITY & ZONE... : 

SAVE Enclose $10.00 now and Reinhold pays all shipping | 

MONEY costs. Same return privilege; refund guaranteed. | 


These E; T. L. distribution curves assure 
predictable performance of Gotham’s 


recessed low-brightness alzak downlites. 
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JOBS AND MEN 





EXPERIENCED ARCHITECTURAL DESIGNERS & 
DRAFTSMEN WANTED—state age, education, 
experience and salary expected. A recent 
photograph ill be appreciated. Principal work 
consists of schools, commercial and govern- 
ment buildings. Louis G. Hesselden, A.1.A., 
P.O. Box 803, Albuquerque, New Mexico. 





JUNIOR AND SENIOR ARCHITECTURAL DrAFTs- 
MEN-—-principally schools. Ideal working con- 
ditions. Excellent future for qualified men. 
Give full information on education, experi- 
ence, starting salary, availability, age, etc. 
in first letter. Warren Holmes Company, 2200 
Michigan National Tower, Lansing 8, Mich. 





DRAFTSMEN-DESIGNERS AND JoB CAPTAINS— 
with minimum 3 years’ experience in contem- 
porary school work by leading architectural 
firm in upper New York State. Permanent 
position for those qualifying. Send complete 
resume of educational background, experience, 
samples of work, age, marital status, salary 
required, availability, etc. Personal interview 
arranged after screening applications. Pleasant 
working conditions in our new office building 
located at fringe of city. Address reply to 
Sargent-Webster-Crenshaw & Folley, Atten- 
tion Fred G. Reutling, Chief Draftsman, 1402 
Washington St., Watertown, N.Y. 





Am HITECTURAL DESIGNERS AND DRAFTSMEN 
-for all types of builc —. Headquarters in 
op 


Richmond, Virginia. Goo portunity for all 
round experience. Give age, education, quali- 
fications, experience, availability and starting 
salary. Box 271, PROGRESSIVE ARCHITECTURE. 





ARCHITECTURAL—male or female; a person 
with diversified experience who can complete 
drawings of religious, commercial, civic, and 
residential buildings from preliminary; rough 
sketches, or verbal description. Salary starting 
at $2.50 per hour. John R. Valentine, Archi- 
tect, 105 N. 10th St., Morehead City, N. C. 
Phone 64646. 





IMMEDIATE OPENING—for experienced archi- 
tect, not over fifty, to associate with long 
established architectural firm in Southeast, 
with opportunity to qualify for early partner- 
ship. Replies confidential. Interview to be 
arranged. Box 274, PROGRESSIVE ARCHITEC- 
TURE. 





ARCHITECTURAL DraAFTSMAN—with at least 
ten years’ varied experience required in old 
established architectural firm in Southeast 
U.S.A. Give full particulars and salary re- 
quired, Box 275, PROGRESSIVE ARCHITECTURE. 





TOPFLITE ARCHITECTURAL DESIGNER — by 
progressive firm in the Gulf South. Permanent 
position with good salary and excellent fu- 
ture possibilities for the right man. Send full 
qualifications, snapshot and samples of work, 
if available, to Box 276, PROGRESSIVE ARCHI- 
TECTURE. 
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Advertising Rates 


Standard charge for each unit is Five Dol- 
lars, with a maximum of 50 words. In 
counting words, your complete address (any 
address) counts as five words, a box number 
as three wor Two units may be pur- 
chased for ten dollars, with a maximum of 
100 words, Check or money order should 
accompany advertisement and be mailed to 
Jobs and Men. c/o Progressive Architecture, 
430 Park Avenue, New York 22, 3 
Insertions will be accepted not later than the 
lst of the month preceding publication. Box 
number replies should be addressed as noted 
above with the box number placed in lower 
left hand corner of envelope. 











ARCHITECTS, DESIGNERS, DETAILERS—mini- 
mum five years’ experience, to develop pre- 
liminary and working drawings for contem- 
porary commercial buildings. Philadelphia lo- 
cation. Permanent positions with opportunity 
for advancement in expanding organization. 
Send photo and full information on educa- 
tion, experience, salary, availability, age, etc. 
Replies held in strict confidence. Box 281, 
PROGRESSIVE ARCHITECTURE. 





WANTED—experienced architectural drafts- 
men. State age, training, experience and sal- 
ary expected. Whitehouse & Price, 715 Hut- 
ton Building, Spokane, Wash. 





WELL-ESTABLISHED ARCHITECT'S OFFICE— 
in Kansas City needs thoroughly trained and 
experienced man to assume leadership in 
drafting room. Must lead out, supervise, co- 
ordinate and expedite work of others. Prin- 
cipally schools and hospitals. Attractive sal- 
ary. Submit every information to enable val- 
uation of your fitness for position. Box 282, 
PROGRESSIVE ARCHITECTURE. 





ARCHITECTURAL DRAFTSMEN—detailers ex- 
perienced in school and hospital work. Ex- 
cellent working conditions in well-established 
office located in Kansas City. Give full de- 
tails of training, experience, samples of work 
and salary cateel first letter. Excellent 
salaries commensurate with ability to per- 
form. Box 283, PROGRESSIVE ARCHITECTURE. 





ARCHITECTURAL DrAFTSMAN—residential ex- 
perience preferred. Hugh Keyes, MI-40745. 





ARCHITECTURAL OPPORTUNITY—in southern 
California office manager to supervise about 
six architects. Opportunity—growing organi- 
zation. Stability—old established firm. Salary 
—ample. Must have good administrative ex- 
perience. Furnish complete information, age, 
education, experience, licenses, seferences, 
salary, record and requirements. Replies con- 
sidered confidential, Box 284, PROGRESSIVE 
ARCHITECTURE. 


ARCHITECTURAL DRAFTSMAN—39, 15 years’ 
experience, schools and commercial buildings. 
Accurate work, preliminaries to working 
drawings, specifications, supervision. So far, 
completed all except structural for Michigan 
Registration. Desire position in small or 
medium sized office in Michigan. For refer- 
ences, interview, etc., write Box 277, Pro- 
GRESSIVE ARCHITECTURE. 





ARCHITECT—Yale graduate, 32, seeks junior 
partnership or associateship with architect 
practising in Northeastern area. Presently 
associated with progressive firm in New Eng- 


land. Diversified experience U.S. and abroad. 
Desires self employed responsibilities and a 
permanent arrangement of mutual benefit. All 
replies confidential. Box 278, PROGRESSIVE 
ARCHITECTURE. 





ARCHITECT—with long experience in large 
commercial, industrial and institutional build- 
ings. Sketches, design, specifications, project 
management, supervision or charge of office. 
Reply, giving details, and considered salary. 
Box 261, PROGRESSIVE ARCHITECTURE. 





Sire ENGINEER—P.E.N.Y. airport, school, 
industrial. Fee or salary. Water, sewer, grad- 
ing, drainage, roads and structural. Box 279, 
PROGRESSIVE ARCHITECTURE. 





REGISTERED ARCHITECT—desires permanent 
position in progressive office as design asso- 
ciate with future partnership possibilities. 
Thirty-one, N.C.A.R.B. certificate, seven years’ 
experience, four years as designer, delineator, 
and drafting room supervisor on all ranges 
of contemporary projects. Expect salary com- 
mensurate with ability. Complete information 
and samples upon request. Box 280, Pro- 
GRESSIVE ARCHITECTURE. 
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ARCHITECTURAL & DESIGN PERSONNEL 
AGENCY—a personalized placement service 
for top-level architects, designers, engineers, 
draftsmen, estimators, and interior designers, 
selective contacts arranged in a confidential 
and professional manner. Interviews by = 
pointment. 58 Park Avenue, New York, 
MUrray Hill 3-2523. 





CAREER BUILDERS PLACEMENT SERVICE—for 
Architects, Architectural Designers, Interior 
Designers, Industrial Designers, Draftsmen 
and Office Personnel. Interviews by appoint- 
ment. PLaza 7-6385, 35 West 53rd Street, 
New York 19, N.Y. 





ARCHITECTURAL DELINEATOR — specializing 
in churches, institutional buildings and fine 
residential work or dignified traditional or 
classical design. Please do not write if your 
design is “Modern.” Renderings are prepared 
in pencil, or slightly tinted washes and pen- 
cil. Deliveries by mail or express. Box 241, 
PROGRESSIVE ARCHITECTURE. 





ARCHITECTURAL 
ENGINEERING 


A Practical Course (HOME STUDY) 
by Mail Only 
Prepares Architects and Draftsmen 
for structural portion of 


STATE BOARD 
EXAMINATIONS 


For many this is the most difficult sec- 
tion of the examinations. Qualifies for 
designing structures in wood, concrete 
or steel. Successfully conducted for the 
past twenty-one years. Our complete 
Structural Engineering course well 
known for forty-five years. 
Literature without obligation— 
write TODAY 


WILSON ENGINEERING 
CORPORATION 


College House Offices Harvard Square 
CAMBRIDGE, MASS., U. S. A. 














Typicol installation of an 
Anemostat High Velocity Under-the- 
Window unit in a classroom. 


How to deliver 


high velocity air to schoolrooms 


no need to break through the outside of the 


Shown here are two ways of using the Anemostat All-Air there is 
High Velocity system of draftless air distribution for 
heating and ventilating schools. Under-the-Window units 
(above) are the most practical for colder climates. Corridor 


distribution (below) is preferable in warmer climates. 


building for prime air make-up. This eliminates grilles, 
dampers, possibility of leaks. 

@ The Anemostat All-Air HV system can be simply in- 
stalled by the sheet metal trades. No supply or return 
pipes are required. Units are quiet, 

need a minimum of maintenance 


Advantages: 


from custodians. 


For latest data on All-Air High 
Velocity units, write on your business 


e All-Air High Velocity units require smaller than con- 
ventional ducts, thus save space and money. 


e All-Air HV units can be used for individual or zone 
control, in single or dual duct installation. 
@ Since air is supplied from the main equipment room, 


letterhead for new Selection Manual 50 
to Anemostat Corporation of America, 
10 E. 39 Street, New York 16, N. Y. 
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new 
ceramic tile 
booklet 





Vaiuable planning help on 
School and Hospital jobs 
Color photographs and tile descriptions 
for a variety of actual installations in schools 
and hospitals. The many ideas it contains 
for planning school and hospital jobs 
make this new booklet valuable for architects. 
Send for your free copy today! 
See our Catalog in Sweet's Architectural File, 


yNael-laletelel 1 @)(-lol aM Bll -mm @telaalelelaly 


1095 Cennon Avenue, Lansdale, Pa. 
Please send me a free copy of Booklet 600. 


Nome___ 





 —— 


Address. 




















an exciting NEW way of decorating 
with FIR PLYWOOD 


Create bold, colorful designs by “weaving”’ slits 
in fir plywood with dowels or other inserts. For 
dramatic lighting effects, room dividers, doors. 
Send for free booklet of ideas and suggestions. 


DOUGLAS FIR PLYWOOD ASSOCIATION 
Dept. 51, Tacoma 2, Washington (Good USA Only) 
Piease send me booklet of Moke’ ideas. 


Address 
aaa a 


FREE 
BOOKLET 
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REINFORCED CONCRETE 
DESIGNS.. 


@ No more algebraic formulas or 
calculations to make. The CRSI 
Design Handbook has the answer 
to reinforced concrete design 
problems. Simply locate the table 
covering the member you are 
designing, apply span and load 
requirements, and then read off 
directly concrete dimensions and 
reinforcing steel data. Follows 
the latest codes and practices. 
Send check or money order for 
your copy today. 


Prepared by The Committee on 
Engineering Practice 412 


Concrete Reinforcing § "“°* 
Steel Institute, Div. C 


38 S. Dearborn St., Chicago 3, lil. 


$00 ; 


0-Day, Money-Back Guarantee 
NO C. 0. D. ORDERS 





Step out of this world and 


“Hear-Here” Booth 


Measures; 35'2" wide — 
32” deep — 34%2” high. 


Sturdy, steel construction. list — $100.00 


Attractive, silver-gray hammerloid f.o.b. Chicago 
fnich. Light fixture $9.00 extra 


Easily installed — easily cleaned — 
no maintenance. 


No doors — always fresh air. 

New triangular design permits 7 
space-saving multiple booth arrange- 
ments. 


Auxiliary floor stand 
$85.00 extra. 


Write for Bulletin A-131 
phrchitectunal Products Diuision of 
ESD BURGESS-MANNING COMPANY 
"4 5962 Northwest Highway, Chicago 31, Illinois 
Manufacturers of 3-Way-Functional Ceilings 


and Telephone Acousti-Booths 





a new idea in low cost space division 


UNISTRUT® Partitions 


Here is a brand new idea in economical partitioning for factories, warehouses, 
offices and stores—a single panel partition that may be quickly erected with 
the simplest tools. 

Ideal for permanent or movable walls that can be erected, dismantled and 
re-erected with minimum time and labor and with complete salvage of 
materials. 

Neat and trim in appearance UNISTRUT steel frame partitions have 
sound-retarding qualities and possess great strength. They will take any 
standard panel material such as plywood, hardboard, plastics, cement asbes- 
tos, wallboard, metal, expanded metal or glass in any thickness up to 4 inch. 

For a quick, simple, inexpensive partition—one that can be easily changed 
or moved, see your nearest UNISTRUT distributor. 


¢ 


Here is a good answer to the problem of enclosing a switch control room, a tool 
crib, a parts department or other factory area where safety, privacy or security 
are important. Expanded metal is only one of the many materials that may be 
used with UNISTRUT Partitioning. 


In this department store it was desirable to partition off the furniture section. The 
high ceilings posed a problem easily solved by UNISTRUT Partitions. Standard 
panels of wallboard were used with additional panels at the top. Should change 
in the department be necessary, the partitioning may be easily moved. 


This fully illustrated 28 
page catalog 900 gives you 
full information on the new 
UNISTRUT System of Parti- 
tioning. It is yours for the 
asking. Mail the coupon. 


U.S. Potent Numbers 
2541908 2329815 
2696139 2380379 
Other Patents Pending 


2345650 
2405631 


2327587 
2363382 


It’s easy —fast— economical to erect UNISTRUT partitions 


Slip panel into mold- 
ing strips. 


Just fasten channel to 
floor and wall. 


Here are the basic 
parts of a UNISTRUT 
Partition, UNISTRUT 
channel, spring nut, 
screw and fitting 


plates in position 











In this handsome office a walnut faced plywood is used in the UNISTRUT Par- 
titioning. The partition shown utilizes standard size plywood panels. UNISTRUT 
Partitioning may be used as 7-foot office dividers, 8-foot partitions or extend 
clear to the ceiling if desired. 


~ 


be) 
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ar 
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Place pane! in frame 
and screw the corner 


UNISTRUT Partitions are ideal for industrial use such as shown above. They 
provide privacy where desired and freedom from excessive noise. Any desired 
arrangement of windows and doors is possible and the partitioning may be easily 
moved with no loss in material. 


UNISTRUT PRODUCTS COMPANY 
1013 W. Washington Bivd. 
Chicago 7, til. 


Piease send me catalog 900 on UNISTRUT Partitioning. 





ORDER THESE 
NEW ARCHITECTURAL 
BOOKS FOR [onc cmon 
IO DAYS FREE 
EMAMINATION 


! 430 Park Ave., New York 22, N.Y. 

Send me the book(s) I have encircled below ON 
APPROVAL. In 10 days I will return the book(s) and owe 
nothing, or will remit full purchase price, plus postage. 


1 2 3 
er el ee 
0 


___Zone__State 


C] SAVE MONEY! Check here if you ENCLOSE payment, in 
which case Reinhold pays all shipping charges. Same return 
privilege; refund guaranteed. Please add 3% sales tax for all 
New York City orders. 
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uo) GARDENS are for PEOPLE 


By THOMAS D. CHURCH 


It took a revolution to make this book — not a political, but an architectural 
revolution. Because, when you, the modern architect, reversed the house on its lot 
you brought turmoil into the landscaping field and forced the landscape architect 
to scrap a lot of his ideas. Thomas D. Church, America’s foremost landscape 
architect, is at once the product and the leading exponent of the garden revolution. 
In all his gardens, included in this book, you will find the same simplicity, in- 
formality, usefulness and economy, as in modern architecture. Church has worked 
with many outstanding architects, designing and planning the garden in much 
the same way as the architect designed the house. In fact his gardens can best 
be described as outdoor rooms, logical and integrated extensions of the house itself 
and designed on the basis of what the family needs rather than what they think 
they ought to have. You will be fascinated by the many wonderful garden details 
employed by Church in making his gardens a dynamic living force; the wonderful 
curved and zigzag lines making each garden an esthetic experience. And because 
of the book’s witty and informative style you will absorb without any effort the 
problems involved in site planning in terms of the individual. 

1955 256 pages, over 700 illustrations, many in 4-color. 10x13” $10.00 


DOCTORS’ OFFICES AND CLINICS: 
Medical and Dental 
By PAUL HAYDEN KIRK and EUGENE D. STERNBERG 


The doctor is the patient when ‘it comes to building clinics and with this book 
you can inspire him not to prescribe for himself and try to be his own architect. 
The work of authors world-acclaimed for designing clinics ranging from large 
medical centers to small rural units. No detail has been overlooked in presenting 
site plans, floor plans, examples of flow of work influencing location of offices and 
rooms; with complete information on architect, owner, practice, personnel, costs, 
floor areas, materials, parking, heating, and air conditioning. 

1955 232 pages 9x12" Progressive Architecture Library $12.00 


ITALY BUILDS 


By G. E. KIDDER SMITH, Author of “Sweden Builds” ‘and “Switzerland Builds” 


Italy’s brilliant, stimulating work of recent years is here discussed by a knowledge- 
able architect-photographer. For the first time, the architectural inheritance of 
this beautiful country is revealed. For the first time, too, all of the significant 
work of the great Pier Luigi Nervi, is presented in English, with a thoroughness, 
clarity and force never voiced in any language. 

1955 Over 800 illustrations. 264 pages $10.00 


REINHOLD PUBLISHING CORPORATION 
430 PARK AVENUE, NEW YORK 22, NEW YORK 
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Duriron Acid Resisting Drain Pipe 




















DURIRON® generally 
outlasts the building 


Specify DURIRON for permanent drain lines to 
handle acids and other severe corrosives. DURIRON 
is a high silicon iron that is corrosion resistant 
throughout. It is not a coating. DURIRON is 
resistant to practically all commercial acids and 
many other corrosive solutions. 


DURIRON has been proved by many years’ 
service in schools, hospitals, laboratories, kitchens, 
plating rooms, and in many other applications 
where the economics of good building call 
for permanent drain lines. 

A complete line of DURIRON bell and spigot 
pipe and fittings is carried in stock by leading 
wholesalers in principal cities throughout the 
country. Write for free bulletin PF/4a or see 
Sweet’s Architectural File. 


DURIRON is also available with split flange 
connections for pressure lines. Details 
are contained in Bulletin PF/2. 


THE DURIRON COMPANY, Inc. 
DAYTON, OHIO 
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coRRECT 
syMBOLISM 
INAND OUT 


ae In Engineered . Vos - : iv 
SHOC ‘A . SORBERS 


LIGHTING 





Noisy, destructive water hammer is un- 
predictable — it will happen on your 
finest installations — it will happen with- 
ovt warning on any plumbing supply lines 
-— in schools, theatres, hotels, hospitals, 
institutions —— and even homes. To elimi- 


* Over 2500 up-to-date installations 


* R-40 reflector lamp efficiency nate disturbing noise and to assure 
“hospital quiet’ on all plumbing lines 
* specify Josam Shock Absorbers. Send 


Multiple circuit wiring flexibility 


coupon for descriptive literature. 


. : . . JOSAM MAUFACTURING COMPANY 
Special design service available DEPT. PA ® MICHIGAN CITY, INDIANA 








Please send free folder on Shock Absorbers. 


NAME ........... - mecevdenaneneneine : BUSINESS 






























REQUEST CATALOGS | R.A.MANNING CO. 


ON YOUR LETTERHEAD 


Sul INDIANA LIMESTONE COMPANY, INC. 
DEPT. 10P 
BEDFORD, INDIANA 
‘efe}!i Je), Mme): Please send me the complete spec- @) AZ he @) R 
ification file on Indiana (Oolitic) 


a es a 


COMPLETE 















Limestone, at no obligation. 


forest products since 1872 


NAME 
FIRM NAME 


maple 


foeomcee LAYINE 6“ FLOORING 


has been first choice for gyms, 
play rooms and class rooms 


“CONTINUOUS STRIP’’, Blocks, Regular 
Strip, and Siats 


School and Gym Floors 
24-page “Specification Manual” discusses the general adapta- f@ltis Specialty 


bility of Indiana (Oolitic) Limestone to your work, its 
s»hysical characteristics, grading, finish, veneer . . . and 

includes master specification for cut stone fabrication. A MFMA grades and trade marked 
second 24-page booklet covers “Cut Stone Setting, Cleaning 
and Waterproofing.” It too contains complete specifications 
and also covers allied subjects such as efflorescence, structural 

steel design, mortars and reinforced concrete construction, CONNOR LUMBER & LAND C0 
and roofing and sheet metal work. “Package” includes file . 
folder, Just mail coupon, 


P. O. BOX 810-K, WAUSAU, WIS. 











INDIANA LIMESTONE COMPANY, INC. 


po) 
iico BEDFORD, INDIANA Phone No. 22-2091 


World’s Largest Producers of Building Stone 
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Heart O’ Texas Coliseum, Waco; Owner, McLennan 


County; Contractor, Farnsworth and Chambers Co., 
Inc., Houston; Architect, Harris H. Roberts, Waco. 
h 


...concrete block made with DURAPLASTIC* 


Over ninety-eight thousand concrete blocks went into work, too. Aids proper placement and increases dura- 
the building of Waco’s Heart O° Texas Coliseum. The _ bility. Requires no unusual changes in procedure. Sells 
job was a big one, calling for good looks on a large scale. for the same price as regular cement. Complies with 
That's why concrete block made with Atlas Duraplastic ASTM and Federal Specifications. Write for free descrip- 
air-entraining portland cement were used. tive booklet. 

A good choice, too. Because Duraplastic makes a more UNIVERSAL ATLAS CEMENT COMPANY 
compact, more cleanly formed block with greater resist- UNITED STATES STEEI 03) CORPORATION SUBSIDIARY 
ance to the passage of water. For outstanding durability 100 PARK AVENUE, NEW YorK 17, N. ¥ 


and good appearance, use Duraplastic-made block on Albony « Birminghom « Boston « Chicago « Dayton « Kansas City 
your next project. Minneapolis « New York « Philadelphia « Pittsburgh « St. Lowis « Wace 


7 ‘ ***Duraplastic’’ is the registered trade-mark of the air-entraining portland 
Use Atlas Duraplastic cement in your regular concrete cement manutactured by Universal Atlas Cement Company 


PA-D-177 
AIR-ENTRAINING PORTLAND 


Atlas RE Comont 


UNITED STATES STEEL HOUR —Televised alternate Wednesdays — See your newspaper for time and station. 


October 1955 








SAVES LABOR - one trade installation "*iINDESTRUCT” STA | \ LE \\ \ 
SAVES MAINTENANCE-—permanent | | 


anodized aluminum STK KI, 
and color finishes / 
raid panels by 9 ing ewe | CUWALL FOUNTAIN 
by 


recessed 


semi-recessed 


SIMPLEX prree 
$ & 
flush panel aluminum In lustrous, hand-polished stain- 
acoustical ceiling less steel, INDESTRUCT fountains 
and suspension | transform a utility item into a new 
Extensively used for kitchen As specified for: feature of modern design . . . grace- 
areas and as a 100%, accessi- quae . : 
ble corridor ceiling in hospitals, Seamen's Savings Bank oe — _— finish, to blend 
schools and office buildings. 7 ors’ Guild with fine contemporary interiors. 
50S ANGELES By virtue of heavy-gauge, 18-8 
SIMPLEX CEILING CORP. SEND Rogue High Schoot seamless construction and timeless 
552 West 52 Street, New York 19, N. Y. ema Liberty LifeIns. Bldg. simplicity of style, INDESTRUCT 
for 8 page GREENVILLE, S.C. defies obsolescence . . . will not chip 
= Lone Star Stool Bldg. or crack ... keeps modern beauty 
a for life of the building. 
Photos and 
details of 


3 
m 
° 
d 
e 
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Write FILTRINE MANUFACTURING COMPANY 
21 Lexington Avenue cs Brooklyn 38, N. Y. 











rele] get-iF-tiaMm-lal- taal). 
design competition 


@ sponsored 
FERRO CORPORATION 


- @ conducted by: 
Architectural FORUM 


© profession al adviser: 
Harold R. Sleeper, F.A.1LA. 


$25,000 IN 25 AWARDS 
GRAND PRIZE—S5,000 


Eligibility: This competition is open to architects, designers, drafts- 
men and students of architecture who are residents of the continental 
United States and Canada, except the following, their employees, office 
associates, and families: members of the Jury, Ferro Corporation, its ad- 

vertising agency, Architectural FORUM and the Professional Adviser. 
Form round concrete columns This competition has been approved by The American Institute of 

Architects « The competition closes December 12, 1955 e Announce- 


with low cost S te ] n te ] t u b e . ! ments of Awards: On or about January 16, 1956, 


Beautiful round columns of concrete erected with low cost SONOTUBE (CONTESTANTS aeeal — below) to an 


Fibre Forms were used in the construction of this Nurses Home. the _ which will include furt! Jetails of the petition. This 
and save con- is an announcement only; conditions governing the competition and the 
awards are set forth in the program. 

> > > > * > > > . . * > > >. - > o > > > 7 * >. >. o >. > > > 

Harold R. Sleeper, F. A.1. A. Professional Adviser 
Sizes 2 to 36” |. D. up to 50’ long. Patented “A-coated’’ SONOTUBES Check one: ¢/o Architectural FORUM 
for finished columns, wax coated also available. Can be ordered in 96 Rockefeller Plaza, New York 20, N. Y. 
desired lengths or sowed to requirements on the job. l intend to enter the Porcelain Enamel Design ¢ 

(_] Architect Please send me the program, including the 
ing the competition and the awards. 


O Designer Name 
(] Draftsman Firm (if any) 


() Student Addrem 
City 


Nurses Home, Mass. Gen. Hosp., Boston. Shepley, Bulfinch, Richardson 
and Abbot, Architects. Photo by Robert D. Harvey Studio. 


Specify SONOTUBES for the work you are planning . . . 
struction time, money and labor! Use SONOTUBES for concrete col- 
umns, piers, underpinning and piles. 





See our catalog in Sweet's 
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Firestone Tire and Rubber Co., Office and Warehouse Building, 2706 W. Estate Dept., Akron, O. General Contractor: Aigot 8B. Larson, Inc., 3837 W 
79th Street, Chicago, Illinois. Architect specified 1‘ Celotex Channe!-Seal Roof Lake St., Chicago, lilinois. Roofing Contractor: Hans Rosenow Roofing Co., 
Insulation (168,000 sq. ft.) Architects and Engineers: Firestone’s Own Real 5854 North Northwest Highway, Chicago, Iilinois. 


Roof of huge new Firestone warehouse insulated with 


Celotex CHANNEL-SEAL 


...the roof insulation 


that guards against blistering 


and separation of 
felt from insulation 


When Celotex Channel-Seal Roof Insulation is laid, it forms a 
network of interconnecting channels. Through these channels, 
exclusive with Celotex, equalization of air pressure is achieved 
throughout the roof area. Thus the risk of blistering and sepa- 
ration of felt from insulation is effectively minimized. This is 
why Ceiotex Channel-Seal provides cost-saving protection no 
ordinary roof insulation can offer! 


Network of connecting channels 
High Insulation Value 


for pressure equalization 
“A , ee ee ee 42 Ee Celotex Channel-Seal is made of a special low-density board 
of high insulating efficiency; each piece has bevels ‘e” high 
by 1%4s” wide on all bottom edges, which join to form the 
channels. It’s asphalt-coated on both sides and all edges for 
extra moisture-protection in storage and on the job. Available 
in a range of thicknesses to meet specific job requirements. 


Applied Quickly at Low Cost 


Channel-Seal is rigid, tough, yet light and easy to handle, low 
in both initial and applied cost. Stands rough handling, and 
heavy job traffic. Smooth surface assures positive bond to both 
roof deck and roofing felt. Celotex is the only roof insulation 
Extve margin of safety provided by made of durable, interlocking long Louisiana cane fibers, pro- 
exclusive new channeling principle! tected by the exclusive Ferox® Process against dry rot and ter- 


mite attack. 


me eel CELOTEX meULATION 


886. U. 5. PAT. OFF. 








THE CELOTEX CORPORATION * 120 S. LASALLE ST. * CHICAGO 3, ILL, 


October 1955 
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Adam, Frank, Electric Co. ............ 

Adams & Westlake Co. .............. 

Advance Transformer Co. 

Aerofin Corp. 

Aetna Steel Products Corp. 

Air Devices, Inc. ........ 

Alan Wood Steel Co. ... ; Se a eg 
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Alliance Ware, Inc. 

Aluminum Co. of America 

Aluminum Window Manvfaciurer's 
Assn. 

American Brass Co. 

American-Olean Tile Co. . 

American Radiator & Standard Sanitary 
Corp. . 

American Telephone and Telegraph Co. . 

Andersen Corp. 

Anemostat Corp. of America . 

Arcadia Metal Products . . 

Art Metal Co. 


Bell & Gossett Co. 

Benjamin Electric Mfg. Co., Leader Div. 
Bethlehem Steel Co. 

Blonder-Tongue Laboratories 

Blue Ridge Glass Corp. 

Briggs Manufacturing Co. 
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Burgess-Manning Co. 


Cambridge Tile Mfg. Co. ............ 

Canvas Awning Institute & National 
Cotton Council 

Carpenter, L. E., & Co., Inc. . 

Carrier Corp. 

Cast Iron Soil Pipe Institute 

Ceco Steel Products Corp. 

Cedar Rapids Block Co. .. 
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Connor Engineering Corp. . 10 
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Douglas Fir Plywood Assn. 
Duriron Co., Inc. 
Dur-O-Wal Div. 
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Eagle Pencil Co. 191 


Federal Seaboard Terra Cotta Corp. 213 
Fenestra Building Products 66 
Ferro Corp. ‘ 240 
Filtrine Mfg. Co. . 240 
Flynn, Michael, Mfg. Co. . 49 


Gate City Sash & Door Co. .......... 
General Bronze Corp. ............++-- 
General Tire & Rubber Co., Bolta Div. .. 
Gold Seal Div., Congoleum-Nairn, Inc. 
Goodyear Tire & Rubber Co., Inc. ...... 
Gotham Lighting Corp. . aah 
Gustin-Bacon Mfg. Co. 

Guth, Edwin F., Co. .. 


Hachmeister, Inc. .... 

Haertel, W. J., & Co. 

Haven-Busch Co. 

Haws Drinking Faucet Co. . 

Hillyard Chemical Co. oan 
Hoffman Specialty Mfg. Corp. 

Holcomb & Hoke Mfg. Co., Inc. ........ 
Homasote Co. 

Hope's Windows, Inc. . staan 
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Infra Insulation, Inc. 
Inland Steel Products Co. 3rd Cover, 21 
Insulite Div., Minnesota & Ontario Paper 

Co. owes a ee ee 
International Steel Co. . 


Jamison Cold Storage Door Co. 
Johns-Manville Corp. 

Johnson Service Co. 

Josam Mfg. Co. .. 


Kawneer Co. 

Kennatrack Corp. 

Kentile, Inc. 

Kewanee-Ross Corp. 

Kinnear Mfg., Co. 

Klieg! Brothers 

Knapp Brcthers Mfg. Co. 

Koh-I-Noor Pencil Co. .............4.-. 


LCN Closers, Inc. 
Libbey-Owens-Ford Glass Co. 


.. . 168, 169 


Macomber, Inc. . 

Mahon, R. C., Co. 

Manning, R. A., Co. 

Maple Flooring Manufacturers Assn. 
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I have on my desk a review copy 
of a teaching manual issued by American 
Institute of Architects. It is entitled At 
Home With Architecture. Intended for 
use as a “manual of suggestions for the 
presentation of architecture in the pri- 
mary, secondary, and junior-high school 
years,” it will be tested in three Texas 
cities, and evaluated after that testing 
by the University of Texas. Presumably 
it will be revised if the testing indicates 
faults from the teachers’ point of view, 
or lack of student acceptance and under- 
standing. This is an implementation of 
Recommendation #6 cf the Commission 
For The Survey of Education and Regi- 
stration: “. . . that the AIA investigate 
the feasibility of preparing project work- 
books for use in secondary and elemen- 
tary school classes, designed to familiar- 
ize all such students with the importance, 
influence and appeal of good architecture 
in community life.” 

I wish that I could wholeheartedl 
recommend this workbook pamphlet; I 
know how much time has been spent on 
it by the Public Relations Committee of 
the Institute, in consultation with other 
Committees and individuals. I know the 
careful way John Campbell, the author 
(Account Executive of the AIA account 
for Ketchum, Inc., public relations coun- 
selors to AIA), has checked his manu- 
script with a large number of educators. 
And certainly I am not competent to 
judge the value of the educational aspects 
of the booklet. It is from the point of 
view of “the importance, influence, and 
appeal of good architecture in community 
life” that I am disappointed. 

The first section (kindergarten-second 
grade) deals with understanding of basic 


living requirements. Starting with living 
habits of animals and birds, discussing 
the child’s own shelter requirements, and 
going on to simple order and arrange- 
ment, it seems to me to be excellent. 
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The second part (third and fourth years) 
discusses living needs of a family (the 
Jones family, with two children and a 
cute dog), and how a house is built. 
Nothing wrong with this, that I can see. 
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From here on I think the manual becomes 
so sketchy as to be dangerous, and leads 
to rather shocking visual conclusions. The 
section for fifth and sixth school years 
has to do with “looking at a house” and 
“advantages of good design.” There is a 
great deal said, sensibly, about what is a 
plan? While I think the text is probably 
informative, it scares me to death to see 
this plan used as “the floor plan of the 
new house for the Jones family.” Re- 
member, the kids have been leading up 
to this since third school year. 
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I’m sure that any of the good architects 
on any of the good Committees advising 
on this booklet could have provided a 
plan that didn’t have an interior dining 
room, didn’t indicate a bedroom smaller 
than the bath, had better circulation, and 
so on. Is this quibbling? I think not, 
when “good design” is being demon- 
strated to impressionable sixth-graders. 
There’s one other plan shown in this 
chapter (which is worse). 

Then comes the final section for older 
youngsters—seventh, eighth, and ninth 
school years. Here the aim is to “help 
the student respect the architecture of 
the past... realize that the house of each 
period was ‘modern’ .. . recognize the role 
of the architect . . . know the natural and 
educational requirements for a career as 
an architect.” The approach to history 
is reasonable, if sketchy and oversimpli- 
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When one gets to an explanation of what 
is described as “a style which is called 


modern or contemporary” I feel again 
that the student is badly let down. This 
seems to me to be pretty slick, uninfor- 
mative, in fact downright misleading 
teaching-manual material. Is this the 
best that could be found to illustrate 
what history has been leading toward? 
It would seem te lay a poor foundation 
for the kit of photographs of real build- 
ings—in my estimation a good selection 
that goes with the manual. 


There follow two and a half pages on 
“What is The Nature of an Architect's 
Work,” one page of which is devoted to 
Remodeling. The paragraphs on “The 
Training of an Architect” avoid entirely 
any description of the length or nature 
of architectural school training (remem- 
ber these are now junior high students). 

I hope that these fairly obvious faults 
can be corrected. More important, I hope 
that the final product will pay some atten- 
tion to what the Commission report sug- 
gested as emphasis: “. . . the importance, 
influence and appeal of good architecture 
in community life.” Surely somewhere 
along the line, in this opening of the eyes 
of the school children to architecture, 
the design of schools, churches, shop- 
ping centers, parks, and playgrounds 
could have been discussed. The impor- 
tance, even to a child, of pleasant streets 
and good landscaping, of elementary 
planning in its broadest sense, could be 
made a subject for classroom discussion, 
[I am sure. 

It’s a good try, and I suppose it’s only 
through incomplete first attempts that a 
fully satisfactory answer will be found to 
this important business of getting people 
concerned about good design. The next 
time, perhaps, the attempt should be 
made by architectural educators rather 
than a public relations firm. There is al- 
together too much direct “selling” of the 
architect in this one, and not enough ex- 
planation of the value of architecture. 
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THERE IS A MILCOR METAL TRIM PRODUCT 
FOR EVERY EXPOSED INTERIOR DETAIL 


T’S easy to select the proper metal trim item can be obtained with Milcor Insulmat 
for your specifications when you work Sound-Deadener which insulates against 
with the Milcor Metal Trim line sound transmission — important in schools, 
You can choose from an adequate selec libraries, hospitals and offices 
tion of designs and sizes in metal base, win- Milcor Metal Trim is made of steel. It 
dow stools, cove moulds, picture moulds, resists wear, resists fire, and can't 
chair rails and blackboard moulds. You shrink or rot. It is economical to inst 
have the choice of plastered-in or remova- easy to clean and maintain 
ble types. Refer to the Milcor catalog in Sweet's « 
Furthermore, any Milcor Metal Trim write for Milcor Catalog No. 102. 
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Milcor Metal Trim forms the stool, 
jamb, and head sections of the window 
in this four-bed room in the New 

Carney Hospital, Boston, Mass 

Architects — Maginnis & Walsh & Kenneéy, 
Boston, Mass. 

Genera! Contractors — Walsh Brothers, 
Cambridge, Mass. 

Metal Trim Contractors — 

Dillaby Fireproofing Co., Ca 
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